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ATOR 







O the great number of people in this country 
who are interested in the problem of how 
best to heat their homes, schools, churches 
or other buildings, effectually, healthfully 
and economically ; 

To the many who are interested in a line 
of furnaces, embodying the latest and most 
successful principles of construction, which 
are entirely original, or are combinations of the best 
features of leading American furnaces — which are honest- 
ly built in a substantial manner of best materials and 
workmanship ; 

To whoever may be looking for such goods, the 
claims made for which can be readily substantiated, and 
which are 




guaranteed in every particular, or who 
are desirous of seeing pictured and described the best 
assortment offered to the Canadian public, this pamphlet 
is with pleasure submitted, and examination of the same 
respectfully requested by 

WILLIAM BUCK, 

BRANTFORD, ONT. BUCK'S STOVE WORKS. 

MONTREAL, 422 St. Paul-St. 
WINNIPEG, 246 McDermott-St. 
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otemidiiniir Purchaser 







HOSE who wish it may at any time have, gratis, the services 
of a thoroughly competent expert in the heating business, 
by notifying us that such is their desire. By this means, they 
can arrive at the exact cost of heating apparatus, besides 
full information respecting the same ; and can have the merits of 
the within-mentioned furnaces presented to them more fully than 
is possible by catalogue. Do not forget this : because, by having 
our expert, you free yourself of all responsibility ; you obtain exact 
figures for a complete job, and are thoroughly protected by 



Ouir Warranty 



We guarantee every furnace bearing our name to be of best 
materials, thoroughly well constructed and adapted to the work in- 
tended. And when placed under the supervision, or according to 
the plans of our regular agents, \vc guarantee them to comfortably 
heat the rooms with which they are connected, in all kinds of 
weather. We give a further and more exact guarantee with each 
furnace sold, as regards the temperature it will maintain, amount of 
fuel to be consumed, and covering other points that may be re- 
quired, so that purchasers of these furnaces can ascertain before- 
hand exactly w^hat they will do, and not the slightest risk is in- 
curred, 
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eats mi 






♦ 

HE method of heating buildings by hot air furnaces, is a very 
popular one, and has been more largely used during the past 
twenty 3ears, than all other heating systems combined. 
And. when properly placed, with suitable arrangement and 
size of hot air pipes and registers, cold air supply of sufficient 
capacity, and above all, a furnace of modern build, possessing the 
latest improvements, of ample size, and constructed with a view to 
best results rather than first cost, it has proved a very successful 
S3'stem of heating indeed. It is very healthful, and combines great 
efficiency with ease of management and economy ; providing a 
large supply of pure warm air, heated to and maintained at the 
desired temperature, without regard to the outside atmosphere ; and 
furnishing a more complete system of ventilation and circulation 
of air than can be obtained by any other method of heating. 
What has been said in the past detrimental to the system, should 
more properly have been applied to the particular construction of 
furnace that had proved defective, and in some cases a total failure- 
Such furnaces, in comparison with our modern designs, have proved 
to be very imperfect, inefficient and wasteful constructions. " 

Our furnaces are made from best grades of select iron, by 
skilled workmen, under careful supervision. Our experience of the 
furnace business extends over many years ; and knowing the re- 
quirements in furnaces for all sections of the country, and for all 
fuels, we are enabled to furnish our improved constructions in 
modern furnaces to meet all demands. 
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Care of Our Furmiaee 





N taking care of a furnace, the first and most important thing, aside from putting in 
coal, is to keep it free from ashes everywhere. Ashes collect in the [flue where 
the smoke pipe enters, until they stop the draft. Sometimes ashes are allowed to 
accumulate under the grate until the air is completely shut off. In this case it 
will only take about 20 or 30 minutes to melt a grate that would otherwise last for many 
years. If you wish to melt iron, shut off the air with a bed of hot coals. 

If you wish to manage a furnace economically, the first thing to be done is to get 
the house thoroughly warm, and then see that it does not get thoroughly cold. It will 
cost some coal to fill the house with warm air, but after this is effectually accomplished, 
less coal will be required to keep it warm than if it is constantly cooling and heating. It 
is certainly greater economy to keep fire all night than to force a heavy fire in the morning 
to drive out the cold air that has gained possession during the night. A furnace that 
will not keep fire all night is not a profitable furnace, because in the extreme cold 
weather you will have to drive the fire so much harder. It is also economy to keep your 
furnace full of coal. When the furnace is hot and the coal is well ignited, shut up the 
furnace as close as it will stand to keep up sufficient heat. If your furnace has a large 
cold uir connection from the outside, reduce it at night when the fire is shut down, but 
be sure to open it in the morning ; don't forget, and wonder why you do not get the heat. 

In the morning, if the fire in the furnace is low, open the draft and put in but a 
small quantity of coal until it begins to burn, then increase until it is full. Do not use a 
poker on top of the fire, especially if you have just put on fresh coal. If you are burning 
hard coal, it is bad treatment ever to disturb it on top. In filling furnace with any kind 
of fuel, the bottom or ash doors should be closed, and the damper in pipe should be 
opened and check damper closed ; otherwise, unless the draft is remarkably good, some 
smoke and gas will be forced out of feed door ; by always closing the bottom doors this 
is generally avoided. If you have a furnace that will heat quick and strong, the heat is 
sometimes complained of in mild weather. In that case, do not shake the grate ; keep 
your furnace just as full as ever, but keep the draft shut and allow the grate to clog. 
Do not misunderstand this, and also allow the ashes to accumulate under the grate. No 
matter how many ashes there are on top of the grate it will not do any harm, but will 
lessen combustion ; but to accumulate under the grate will destroy it. Do not use too 
large coal ; smaller sizes give best results and require less attention. 

To get a quick, strong heat, large furnaces are the most economical, because you 
can move more air, not heat it so hot, have less strain on the construction, keep closed 
more hours, feed it less often, it produces better circulation, and consequently, a better 
quality of air. Never shut all the registers at once, as the heat must go out somewhere. 
If you do not need a room heated on a cold morning, you may close off that register, 
but be careful they do not all get closed at one time, or you will either burn or overheat 
the furnace. Check your furnace when your house or building is too warm, and if your 
fire has been forgotten for a time and is generating too much heat, open the outside coM 
air box wide, which will reduce the temperature ; this is always better than simply clos- 
ing the register in an over-heated room, as the closing of a register simply shuts off the 
heat from that nrLfliculjir room, and has no effect on the draft of furnace. 
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The Buck's Leader, 



WfHE Buck's Leader stands at the head of all warm air furnaces It is 
a marvel of utility, durability, simplicity and economy. A glance 
at the cut on the following page will readily show its construction 
Ihe entire dome being of heavy steel affords an unequalled radiat- 
ing surface. The spacious return flue, by means of which the cool- 
est smoke is first drawn off, retains the heat in the furnace until every 
atom IS radiated that it is possible to extract from the amount of fuel 
used. In this point our furnace is perfect, being the result of many careful 
tests and much scientific investigation. The economy in fuel resuTtan 

furnace H^^^'T °' "PP^^^"'' ^uel can be burned in an^ 

furnace ; different percentages of the heat thus obtained can be utilized in 
different furnaces ; but all of it in the Uucks Leader only 




|^f||rlllF|j|||i||||||Hl|^]l!Sllflli|l1t■*^ 



duDlex'naf^'rn ll^l' /""^f ' '^e cut, is the celebrated 

raen:, ttie hre can at any time be thorough y cleaned and wherp nrH;r,.r„ 
care is taken th s erate will h<it a l,fAr;,v,r tu n ""^"^^ ordinary 

mentioned, the onMue nece sarv o Z return-flue radiator above 

done with he greatest ease Dnnrc J ^"^"Sed so that this can be 

both front ends'SLror(„ot?hrn ^cu farielfrrn "^'tV^ 
important matter is thorou^ly provided for^'in t ' furnace ' These'a're 

To r'ecaplTatl r)OM?Fr ''"'"V^ ^"P^"<^^''>' ^^e Buck's Leaden 
lu icLdpicuiate . DOME Entirely of Steel thp tnn ^^^^ • i ■ ■ 

retards radiation, and is liable to crack P^t vJ^l, o ' 

Draft Arrangement r l%ll r ^^^""^^tlv Constructed Down 

lENCV AMr, Mr » OREAT CONVENIENCE FOR CLEANING EPFlr 

With the tuck's Leader Furnace we CAtPr r,nl„ ^^ . ^ 
THE BEST. Everv Hptaii r.f .f. "^^'^"^ on'X to the trade requ rine 

i-oi. iivery aetail of its construction was rorof.,u„ „i j ^ ,""S 

expense is spared in the buildina of e^rh in/ !i ^ff ""y Planned, and no 
and substandal, very easilv StpH tnH I* massive 

powerful heater ^ °Perated, and, above all things, an enormously 



WARM^AIR FURNACES, REGISTERS, ETC. 



Buck's Leader. 




No. 20 — 20 inch, firepot; depth, 15 inches; diameter of casing, 44 inches 
No. 24— 24 " • " 15 " " « 49 

No. 28— 28 /* ** 19 " " *' 56 



cc 



No. 20 $ 82 50; approximate capacity, 18,000 cubic feet 

No. 24 TOO 00 ; " 40,000 " 

No. 28 123 00; *' " 60,000 " 



Double Casings— 



CI 



2 00 



O « 2 1****9 mmtwm* ****** •«>««. ^ ^ 
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The Leader Com bl oat Ion Heater 




HE best method of heating our homes is naturally desired by all. Great improve- 
ment has been made within recent years. The universal demand is for the best 
sanitary appliances and conditions in modern buildings. Heating and ventilating 
are now considered inseparable. So generally is this believed, that no system 
of heating, which does not furnish an ample supply of pure air, is considered 
suitable for public buildings. 

In our dwellings, however, this all-important matter is too often feeglected. It is 
not uncommon to hear it said, that "plenty of air will get into the house," and that 
" enough air will leak through the cracks around the windows and doors to give all the 
vcnlibtion needed." But if it is known that the minimun supply of air which should be 
allowed to each person, per minute, is 20 cubic feet {while 25 or 30 cubic feet is better) 
It \vill be seen that pure air, in sufficient quantity, can not be supplied from crevices and 
leaky jomts. 

The health of a family is as dependent upon good air as upon good food Pure 
air must be supplied m sufficient quantity to replace that which has become vitiated 
1 he most satisfactory results, with the best economy, are secured if this can be done bv 
natural currents of warm air. We desire to call your attention to some of the elementary 
principles of heating, and to show in what manner the beit results are obtained bv this 

r'l'T T]!'''\^'''''- . ^V^' ^i?^ P'^f • ^^^^^ ^•^•'^^^"S ^1°"^ "ot produce 

resh air. The objection to the ordinary hot water heater is that it heats without ven- 
tilating, no provision usually l>eing made to supply fresh air for that which is vitiated 
1 his combination heater has the merit of supplying pure, warm air. The cold air flow^ 

s warmed ^ 1""^^ '"l" ^^^'^^ P"^^ °f the fumace. a^ 

s warmed and earned by pipes to the rooms above. The effect of this method with hot 
water radiators nt certain points has proved superior toanything yet devUed 
• Heated fresh air in sufficient quantity to change the air of the room, i*s introduced 
hrough pipes and registers, in the same manner as with the hot air fu^^ace th^ hot sur 
faces of the heater being utilized for this purpose. Within the heater Targe Ind durable 
cas iron sections are employed to heat water, which is conveyed by wrought iron Spe^ 

par cuTar -Ob Th/" "1 '""P^.!^"^ P^^^^" ^"'^ the^requirflms o^a^^^^^ 

fhTfir. fl^ . ^^'"^ air supply may be carried into the rooms or into the hall on 
the firs floor thus obviating the use of radiators or largely reducing their" ize and In 

t'Sn^'. "PP^^^*"^ ^^^"g °f reduid^cost andfhe h gh^!^effic1e^ 

It evidently has marked advantages over others. mgne^t emciency, 

The Leader VentiDatEng Hot Water Heater 

t^ot retferl;Zd''"'L^°'' 'V^'''^ .^^^^^^^ ^^^^^^^^ ^^^^^ of heating must yield 
to our better method, borne of the chief advantages of which we will briefly mention 

Simplicity This heater is so simple in construction and operation that it m.v 

nianaged by a child. "perauon mat it may be 

Ventilation The air which flows from thp r*»mct<i^c *i l 

the atmosphere oHhe h^use fhlrrirno n^i^^ "^.""^'^ ^".^ ^^^^^""^ 
one's self on a cold day Than by a register! pleasanter way of wanning 

Economy It is more economical than any oth.^r in the use of fuel. 

Management The smallest fire may be kept continuously during the snrina anH f 11 

months, supp yintTonlv the nerPQQ-ir,, .™ . rV.^ spring and fall 
™ay b. kept in colder .iJH, skill/d attendaSTorn"^^^^^^^ ^"^ " '"^^ 

Range of Heating Capacity I'^errec adaptability to our varying seasons 
simply varying the amount of fire the aDnar^Mn^' i/' ^""""e By 

to Its highest capacity. A house can r ^"'r^'i'^Hy from its lowest 

external temperature is'50 degree^a^^ve or ^o^Tg'eeXoj; '^o"'"' 
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THE LEADER 

Hot Water and Warm Air Combination Ventilating Heater, 



FLOW PIPE 




The Most Perfect Apparatus for Heating Residences, 
Churches, School Houses, etc., etc., ever introduced. 



We manufacture the CoMBiNATroN Heaters in the Followihc Variety: 





Capacity^ price. 


' Na. 




Capacity, i 


20 — with firepot riny: only. . . * . 


225 M| ft 


24 — with ring and coil , , . 


tc 




20 — with coil only 


125 


28 — ^with firepot ring only 450 


( f 




20 — with ring and coil. 




28— with coil only , . 300 




400 , 


21 — with firepot ring only 


250 


28~wilh ring and one coil 650 




750 . 


ti — with coil only 


150 


28— with ring and two coils 1*KX' 


(< 


1200 " . 
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GARN 




HE Garnet possesses all the good qualities of a thorougl 
first-class furnace, and is medium in price. It is a partic 
larly heavy, durable construction, and as a heater has 
superior; it will burn wood when required, or coal with eqt 
facility; the construction is so simple that very little cleanii 
is required, ample provision for which is made ; it is furnish, 
with a cast-iron or all-steel radiator of superior construction ; 
fitted with dust damper, and draft dampers are arranged to I 
operated from the rooms above by chain connections, this is 
feature found in nearly all our furnaces. The grate of the Garn, 
is of the shaking and dumping pattern, and is very simple an 
strong. We recommend the Garnet for all classes of work tl 
different sizes are capable of heating all kinds of dwellings, whil 
the larger sizes are particularly adapted for churches or' othc 
public institutions where a quick, strong heat is required Th 
points of this furnace which we wish to particulariy emphasize ar 

Its Massive anjj Duraijlk Build, Si.mplicity of Construc 

1 ION. ensuring case of management, its Adaptabilitv to AN' 

KIND OF Fuel, its Power and Efficiency as a Heater 

A mistake can never be made by putting in a suitable sized Game 

; atTour H ""'I °^ '=°""''->'. users substan 

Liate our claims for it. 

APPROXIMATE CAPACITY. 

No. 5 Garnet fr^rv-. ^ l 

■ No 6 Garnet / ' ^"^''^ ^^^t- 

No" , clZ, '° ^"bic feet 

No.' 8 Game .' " tZ IT° T f 

<;,. „ Ss.ooo to 85,000 cubic feet. 

Size of firepot-No. 5, :8 in. dia.r,eter ; No. 6, .r in. diameter; No 7 .4 

m. diameter; No. 8, 29 in. diameter. 



No. 5 Garnet $ 63 . 

No. 6 Garnet . 

No. 7 Garnet g^^o '. 

No. 8 Garnet ,,5 0^. 

Double casings, No. 5 $11.75 

Double casings, No. 6 13.50 



for brick setting 

for brick setting $ g^.oo 

for brick setting jj^^^ 

for brick setting j^^^^ 

Double casings, No. 7 $16.7^ 

Double casings, No. 8 20.00 
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GARNET. 




GARNET STEEL RADIATOR. 
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GARNET. 
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AcnE. 




List Price - $60 00 Double casings, extra, $12.50. 

-^pHE ACME is a sharp, quick, powerful heater, and easily managed. One of the points 
of superiority of this heater over other similar furnaces is the Sfmi'LICITY of Con- 
struction. The steel plate dome forming the combustion chamber is not constructed 
with tubes and like contrivances, which being in direct contact with the fire, warp, be- 
come loose at their connections with the bottom and top of the dome, and consequently 
leak gas, burn out, and very much detract from the direct radiating surface of the steel 
plate dome. Simplicity of construction, ease of management, economy of fuel, and enor- 
mous heating power, are qualities the Acme Furnace possess in a great degree. It is a 
complete and well-constructed furnace, low in price, nnd is, above all things, a Heater. 
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ATLANTflCc 

The Most Powerful Wood Heater Manufactured. 

m, 

T can be set with galvanized portable casings, standing about f 
feet high, or in brick. 

The fire-box is corrugated and made very heavy, ensuring t 
greatest durability. Grate bars with ash pit furnished when require 

The radiator is made of very heavy steel, with two clean-out plac 
on opposite sides, extending through, and provided with doors on t 
outside of the casing. 

A cast-iron radiator supplied at lower price than steel when require 

It is provided with a very large smoke pipe collar and effective reg 
lating damper. 

A most important consideration to buyers of wood furnaces is the fa 
that the Atlantic has both a direct and indirect draft. This is a mo 
valuable feature. 

The whole apparatus when set up is gas and smoke-tight, and is alt< 
gather the most convenient to manage, and most economical in the use < 
fuel, and most satisfactory in its general operation of any wood furnac 

manufactured. 

The Atlantic is very suitable for low cellars, castings being only 4 fee 

2 mches high. o j ^ 

Either size can be set in brick or portable. 

No, 43 takes wood 43 inches long ; No. 53 takes wood 53 inches long 
Every one is guaranteed. 



LIST PRICES. 

portable. 



FOR BRICK setting. 



No. 43, Cast Radiator. . , . .$78 00 No a 7 r^<:r P.^- . 

No Ki PocfPn^ . i ^^0.43, L.ast Radiator $7^ oc 

rvo. 53, Cast Radiator 85 00 No. 5. Cast Radiator i 

No. 43, Steel Radiator 87 00 No . f ^. p ^ ^ 

No ShPPlP.H- . •• ^7 00 No. 43, Steel Radiator 84 oc 

IN o. 53, bteel Radiator 07 00 No ci^ -o ^- 

y/ iNO. 53, bteel Radiator 94 pg 

Double Casings, extra-No. 43, $15 00 ' " 
iJouble Casings, extra-No. 53, 18 40 
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ATLANTIC. 




ATLANTIC WOOD FURNACE. STEEL RADIATOR 

The most powerful and durable wood furnace made. 
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ATLANTIC 



Dobbin Patent Radiato 




Furnished with grate bars and ash pit when desired 
At^ntic, but with Dobbin's Patent Down Draft Radiator 

and economizer of fuel. 



No. 43 ' 

No. 53 



• - * i 



Same as t 
A great heai 



• . $82 CO 

• 97 50 



Warm-air furnaces, registers, etc. 



BOSS. 




BOSS WOOD FURNACE 



A complete, tnedium-pnced furnace, of good construction and durable 
build. A quick, powerful heater. Brick set, or cased in with galvanized 
iron. 



4 • # a 



List Price, 
Double Casings, extra 



1 « 4 « 



^ * • • 4 



1 5 00 



I 
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CLINTON. 




^ A low-priced wood furnace, very powerful heater. Brick set, or casec 
in with galvanized iron. 



Clinton . 



Double Casing, extra, $11 75 



$41 75 



Length of Furnace 

• Height of Furnace 

Diameter of Casings 

Height of Casings . . . 

of Wood . . . 



* * m 




• 3 feet. 
.4 feet. 

3 feet 3 inches. 

4 feet 9 inches. 
■ 30 inches. 
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Registers and Ventilators 




Ventilators, 
6x8. 




PERSIAN 




PATTERN 



ROUND REGISTERS. 



SIDE WALL VENTILATORS. 

Square— Size of opening, 6x8 . $ i 90 
Round— Size of opening,? . l 50 



Si/^e of 
Opening 



7 in. 
* in. 
10 in. 
12 in 
16 in. 
1>< in. 
24 in. 
30 in. 
'66 in. 



Regi-ter 



§1 50 

1 85 

2 75 

3 eo 

7 00 
ft 2f) 
20 75 
34 05 



Without 
Valves 



$1 00 
1 15 

1 70 

2 20 
4 IfV 
6 30 

15 90 
28 00 



Register 
Face 



Floor 
Border 



$1 60 

0 65 

1 00 

1 fO 

2 70 

3 45 
10 00 
19 35 
28 70 



SI 10 



1 
1 
1 



20 

40 
80 



:^ 00 

4 00 
8 76 
13 15 
19 00 



20 
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REGISTERS. 




TJ-.CO. 



PERSIAN. 




rr 




.♦r^T ♦ ^ 





MORESQUE. 




******* 

■ t * * i 



^^*r* 

C- t "*^ < 

o t « 

^ < % , 
< c 




T t 

e- C: c 

>A<k* 



FLOOR BORDER, 



VERTICAL WHEEL REGISTERS. 

Japanned, Black or White or 
Nickel Plated. 



Size of ,Re„- tgjWithoui 



Without 



6x 8 
8x10 
8x12 
9x12 
10x12 
10x14 
12x15 
12x17 
12x19 
14X18 
14x22 
15x25 
20x26 



$1 90 

2 50 



9 

3 
3 
4 
6 



80 
30 
60 
2S 

00 



Si 20 
1 75 

2 
2 



6 75 

7 50 

8 75 
10 OO 
13 00 
17 00 



00 
35 
2 55 
2 90 

4 45 

5 10 

5 70 

6 30 

n 90 

9 25 
12 00 



Register 
Face 

80 65 
0 85 



1 
1 
1 
1 

9 
9 

3 
3 
3 



00 
25 
50 
85 
40 
80 
2' I 

50 
90 



6 00 

7 60 



Floor 
Border 



§1 15 



1 
1 
1 
1 
1 



40 

50 
55 
80 
90 



2 40 



2 
2 
3 
3 
4 



60 
80 
15 

70J 

25 



6 75 
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REGISTERS. 




Convex Register. . Wall Frame for Convex Register. 




Box Frame for Convex Register. 

CONVEX SIDE WALL REGISTERS— JAPANNED, BLACK OR WHITE OR 

NICKEL PLATED. 



Siz2 of Openings 


Register 


Wall Frames 


Register Face 


Box Frames 




- S'S 00 


SI 00 




SI 05 


8x1-2 


4 00 ' 


1 1 05 


1 75 


1 20 


9x14 


5 to 


1 20 


2 25 


1 60 


10x1 


6 25 


1 50 


3 15 


2 CO 


12x18 


8 00 


2 00 


4 00 


2 eo 



Wall Frames are always shipped with Convex Registers unless Box Frames are ordered. 
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Capacity of Pipes and Registers. 

. ROUND PIPES. 



Diameter of 
Pipe. 


Area in 
Square Inches, 


Diameter 
of Pipe. 


Area in 
Square Inches. 


Diameter 
of Pipe, 


Area in 
Square Inch* 


7 in. 




12 in. 


»^3 


22 in. 


380 


8 " 




14 " 


154 


24 " 


452 


■9 " 




16 ** 


201 


26 " 


530 




78 


18 " 


254 


28 


<5i5 


II ** 


95 , 


20 


314 


30 


706 


REGIS 


TERS. 

• 


Size of 
Opt^ning. 


Capacity in 
Square Inches. 


Size of 
Opening. 


Capacity in 
Square Inches. 


Size of 
Opening. 


Capacity in 
Square Inches 


6x8 


41 


TO X 14 


" " 

93 


14 X 22 


205 


8x10 
8x12 
10x12 


53 
64 

64 


12x15 
12x17 

14 X 18 


1 20 

152 
168 


16x24 

20 X 26 


256 

347 



ROUND REGISTERS. 



Size of 

Opening, 


Capacity in 
Square Inches. 


Size of 
Opening. 


Capacity in 
Square Inches, ! 


Size of 
Opening. 


' apacitj* tti 
Square luches. 


7 in. 


26 


12 in. 


- 75 


18 in. 


I 69 


8 " 1 


33 


14 


103 


24 " 


501 


ro " 


52 


16 


»34 


36 


679 
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TIIMONIAL 





^ROM the many kind expressions of approval and commen- 
^ dation which we have received from representative persons 
using our furnaces, in all parts of the country, we have at 
random taken those that space permitted us to print. 
It is a notorious fact that testimonials are easily obtained; 
and, on this account, we would request that notice be taken of the 
gentlemen whose expressions of satisfaction from the^ use of our 
furnaces are herewith published, and which may be relied upon as 
being sincere. The recommends herewith have the value that at- 
taches to the conscientious statements of prominent people, and 
show clearly the results actually obtained by the use of our 
furnaces. 



o 
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Exeter, Feby. 22nd, '95. 

\Vm. Buck, Esq., Brantford. 

Dear Sir, — In reply to your inquiry regarding the Leader Coal Fur- 
nace, No. 28, which you placed in our store last fall, we may say it works 
splendidly, and heats our store (62,000 cubic feet), with ease, and did not 
require any special forcing to keep store properly warmed during recent 
cold snap, when thermometer registered as low as 20 below zero ; and we 
could recommend it, without hesitation, to any who wish to heat large 
areas economically. Yours truly, 

RICHARD PICKARD & SON, 

General Merchants. 



Sarnia, Feby. 16, '95. 

Wm. Buck, Esq., Brantford. 

Dear Sir,— Yours of the 14th to hand, and would say that 1 am 
very much pleased with the furnace that you put in my house (Leader, 
No. 20). Out of three furnaces that I have had in my house,^the Leader, 
No. 20, is the only one worthy the name "warm air furnace.'* 

Wishing you success, I am, yours, 

W. F. B. COLTER, L, D. S, 



^4 
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SaRxVIa, March 8th, i8gc. 

Mr. Wni. Buck, Brantford. 

Dear Sir, — We have much pleasure in certifying that the two h 
24 Leader Furnaces put into the Baptist Church here two years ago, 
your agents, Messrs. C. Mackenzie, Milne & Co., have given entire sat 
faction. The building is now well heated, and at a much less cost 1 
fuel than formerly. We can heartily recommend these furnaces to anvo 
needmg them. 

^ H. W, MILLS, ) 

G. L. HUGHSON, Trustee 
G, S. SAMIS. j 



Wr. T? 1 T> r J GuELPH, March 6th, i8qs. 

Wm. Buck, Brantford. , 

Dear SrR — In reference to the coal furnace (No. 28 Leader) whic 
we purchased from you last fall ; it has proved a great success, both i 

cflZTr^t IT^"^^ '''^ abundance of heat during th 

cold snap, 26 below zero. I may say we are highly delighted with vol 
furnace, and can cheerfully recommend it to intending pursers I ma 
add my house is a very large one. ^na^crs. 1 ma 

R. McKIM, Sheriff, Co. Wellington. 
Messrs. McKelvey & Birch. Kingston, March 2nd, '95. 

sidera^k Loeri'e;;^^^ 'r ^ ^^ve had con 

leader^^^^^^^^ ^'"""^ ^ hesitate to say that you 

Ld hea na " '''^^ ^'^^ ^^^'y ^^tisfaction, both in econonr 

ana neating capacity. Yours etc c^^ununr 

C. J. GRAHAM. 



To Mess.. McKeK-ey Birch' K-n^^^n"^' ''''''' 

)^^^-?y^u^^^^^^^^ Leader Furnace 

IS much less than formerly. Thereat has been T.,^ TT' ""'^^ 

the coldest days, and theLretaker says theJe is not t^/ iT''"'.^^^^ °" 
m running it. ^ ^"^^ shghtest difficulty 

Signed, WILLIAM E. WALSH 

i-astor St. Lawrence's Church, Spencerville, Ont. 

4 

Messrs. McKelvey & Birch. Kingston, 25th Feb., 1895. 

LeadS'Tu™' which' yotpuT inlo .Ch '^e Buck 

pleased to say that it is g'ving^every sa sfactZ' T? ^^o. I am 

quickly, and easy of attendance ; I hLe noth^. h, . ' "P ^'^^^ 

as far ..y experience goes. Yours S^Su P^^'^ 



Yours respectfully, 

JOHM KERR. 
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Chatham, Feb. i8, '95 

Messrs. Morton & Adam. 

Gentlemem,— The Leader and Garnet coal furnaces placed in Christ 
Church by you have given every satisfaction, and heat the church satis- 
factory in the coldest weather. 

C. DUNLOP, I vv H 

C. VV. SCHOEFIELD, J 
R. McCOSH, Rector. 



Petrolea, Feby. 6, '95. 

To Whom it May Concern : 

This is to certify that I have used a No. 20 Leader Warm- Air Furnace 
in my dwelling house for the past two winters, and that it gives me entire 
satisfaction ; no gas or dust, and light on fuel. 

• S. STOKES, Petrolea. 

Mayor's Office, 

Napanee, Ont., Jan., 29th, 1895. 

T. H. Waller, Esq., Napanee, Ont. 

Dear Sir —The Buck's Leader Furnace, No. 24, which you placed 
in the Town Hall here has given the best of satisfaction in heating and 
economy of fuel, and we are well pleased with it in every way. 

Yours respectfully, 

CHAS STEVENS, Mayor. 

J. F. McAllister, chairman Street Com. 

JOHN CARSON, Chairman Police. 

THOS SYMINGTON, Chairman F., W. and Li^^ht. 

ALFRED ALEXANDER, Chairman Poor and Sanitary. 

WILLIAM BURNS, Chairman Market and License Com. 

G. C. T. WARD, M. D., Chairman Finance. 

JOHN LOWRY, 

S. G. MILLER, 

R. A. LEONARD, M. D., Chairman Property. 



London, July 5th, 1894. 

I have much pleasure in recommending to those requiring furnaces 
one manufactured by Wm. Buck, of Brantford, called the Leader." I 
have had experience with other furnaces, both hot air and hot water, and 
find the "Leader" the most easily regulated, and most economical with fuel. 

. J. W. FRASER, M. D. 



London, July 5th, 1894. 

This is to certify that Buck's Leader Hot-Air Furnace has heated 
my house with less than half the coal required for a hot water system 

previously in the house. . , -r^ 

^ ^ T. W. FRASER, M. D. 
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Brighton, Jan. 26th, 1895. 

Wm. Buck, Esq. 

Dear Sir, — The Leader Furnace purchased from you in 1893 I coi 
sider a decided success, and to one hitherto accustomed to a stove a luxur 
While it is economical in fuel, we have no trouble in the coldest weathe 
to keep the thermometer up to 70, and that too with the remotest cornt 
of the house heated. I beg to compliment your Mr. Egan upon th 
• location of cold air and hot air registers in my house, nothing could hav 
been better adapted. Not only am I delighted with the furnace, but i: 
your dealings with me, uniform courtesy has marked your house. 

Respectfully yours. 
Reference to me is permitted. D. DULMADGE. 

Petrolea, Jan. 25th, 1895. 

Messes. Van Tuyl Fairbank, Petrolea, 

Dear Sirs, — It gives me pleasure to say that the Leader Furnace 
which you placed in Christ Church, Petrolea, in November, 1893, give; 
complete satisfaction. It is difficult to place a furnace in a building al 
ready constructed, as regards seating, chimneys, etc, but in this case a 
decided success has been achieved both as regards heating and ventilation, 

Yours very truly, 

W. CRAIG, Rector, Christ Church. 

Petrolea, Jan. 25th, 1895. 
Messrs. Van Tuyl & Fairbank, Petrolea, Ont. 

Gentlemen,— With pleasure I can safely recommend The Buck's 
Leader Furnace, having used it for the past year. I find it satisfactory in 
every way, heating the house thoroughly, at the same time economically. 

Yours respectfully, 

MARIA CALLINAN. 

My Dear Brother Buck,- ^^^axerford, Ont., Jan. rsth, 1894. 

entirilttrf^S 1t'^. ^"'^f ^ ^''^ S^^^^ the most 

entire satisfaction Up to December ist I burned wood, the door bdna 

large enough to admit large chunks. Then with the adve. of cold wUTef 

' T^T ^r'r ^ ' ^^^-^^ P-^^-<^t in ever way ; no ga ' 

no oust no clinkers - verv pacvnn ^^^1 u- j r , ^ 6**°^ 

at all times. \V th ki7d re Ja?H. „nn ' ^^'^^^''^ 

*viLu Kina regaras, yours sincerely, 

ANDREW M13RD0CK, 

Wm. Buck, Esq., Brantford, Ont. ' "^'^ ^^93- 

Af^S.^^^ ^^^—^ ^^^^ ^'ault whatever to find with your Leader Fnrnir^ 
After two years use anH n not-ofMi r.*- ^ • i /'^"i i-caaer rurnace. 

point in which any imnrtLenf^' m ^ ^^^^no' a 

r r^ni^n Ally improvement could be made Jr wr^je i;^ t«„^ r n j 

with a not too careful service did not £ro ™,V,7^M k 7 , 

day in the spring Tuddnl' f mm absolutely neglected one 

consider this LeLrLbt sLwrg. ' "Yours'uTr ' 

E. H. HUTTON. 
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Petrolea, Ont., Jan. 28th, 1895. 

Messrs. Van Tuyl & Fairbank. 

Dear Sirs,— Having thoroughly tested the Buck Furnace bought of 
you, have pleasure in recommending it as a fuel saving and very efficient 
heating furnace. We have hardly known what cold was in the house 
since using it. Yours truly, 

F. R. WEBB. 



Petfolea, Ont., 28th Jan., 1895. 

VVm, Buck, Buck's Stove Works, Brantford. 

Dear Sir,— I have been using a Carnie Hot Air Furnace in my 
house a number of years with reasonable satisfaction. It needed some 
repairs. I consulted with your agent, Mr. W. A. Hoagg, who strongly 
recommended your Leader Furnace. I have only used it last winter, and 
so far this winter I have kept my house at an even temperature, with a 
consumption of one-third less fuel. It is easy to control the heat. Re- 
quires fuel twice every twenty-four hours in the coldest weather. In fact, 
I can see no possible chance for improvement ; your Furnace is perfection 
itself. Yours truly, 

B. S. VAN TUYL. 



London, 346 St. James-St., March 5th, '95. 

Wm. Buck, Esq., Brantford, • j tt 

Dear Sir,— Referring to your favour of Jan. 24, re Leader Furnace, 
I am perfectly satisfied with the furnace, it is very easily managed, has a 
rapid draft and can be promptly controlled. The reversible grates make 
it an economical furnace \ and though I can only estimate the amount of 
coal at this period of the winter, I am satisfied I shall not use more coal 
than I have done previous winters with a much smaller furnace, and the 
house has certainly been much more comfortable. 

Yours truly, A. H. SMITH. 

Arthur, Feb. 25th, 1895. 

Mr. Wm. Buck, Brantford. j 1 j 

Dear Sir,— In the year 1890 I built a brick residence, and placed 
what I thought at that time one of the best furnaces. I used it for two 
winters. I could not heat my house satisfactorily, and had it taken out^ 
I then decided to spend some time in trying to find out where 1 could 
get a first-class furnace. I had a number of furnace men call on me, and 
after making all the enquiry I could, I then decided to go to Toronto 
Exhibition and examine all the furnaces there, and after making a close 
examination, I decided that your Leader, No. 20, was right, and placed 
my order with your Mr. Hoagg, and now that I have used it nearly two 
winters I must say it makes no difference what kind of weather, I can 
heat my house to my entire satisfaction. Now, from what I have seen of 
other makes of furnrces, I am satisfied you have the best furnace in the 
market. I can heat my house with five tons of coal, size, or cubic contents 
18,000 feet, and I can highly recommend it to any one intending to heat 
with a warm-air furnace, both for economy and ease of management. 

I remain, yours respectfully, 

J. S. KERRITT, Banker. 
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Arthur, Feb. 2iht, '95. 

Mr, Wm. Buck, Esq., Brantford. 

Dear Sir, — I placed one of your furnaces, the Leader, No. 20, 
my house two years ago, and after the extreme cold weather we have ha 
this winter, I believe it my duty to let you know, and also the pubhc. ( 
Its superior merits. I am satisfied it is second to none, and far ahead ( 
anything T have heard of. Two years ago my neighbor placed a furnac 
of another make in his house; we both have brick houses; size of h 
house 15,000 cubic feet; size of mine 22,000 cubic feet. I can heat m 
house better with 30 per cent, less cost than he can. Your furnace is we 
named the (Leader). It is the leader in our town. After this winter i 
will be hard to sell any other furnace here. I can highly recommend i 
to any one. Respectfully yours, 

J. H. QUIRT. 

Norfolk-St. Methodist Church, 
. o 1 , T . X. GuELPH, Ont., Feb. ist, 1895. 

1 he two Buck s Leader Furnaces placed in the Norfolk-St. Methodisi 
Church m this city, some two years ago, are giving the best of satisfaction 
Jne down-draft system prevents loss of heat up the chimney, and we eet 
the advantage of the consumption of every pound of coal, there bein^ nc 
vvaste. Our committee consider these furnaces to contain the latest'and 
best improvements, and we were so pleased with their working that we 
placed one in the parsonage last year. ^ 

E. H. HUTTON. 
Secretary Committee Board of Trustees. 

Mr. Wm, Buck, City. J*^"^ '^94- 

7 ..J^^t^ Sir,— I have much pleasure in informing you that No 2a 
Leader Furnace, that you put in mv honsp ]^^t fall i.. ■ JXO- 24 

satiqfartinr. T L^A ■ , V ^^st tall, has given me perfect 

satisfaction. I had previously used another make. I found the Leader 
exceedingly easy to work, the roller grate beine a ere'iV.d™! x^^ 
saving in coal last winter was fullv one thTd ^ advantage My 

thoroughly all over tuii> one-third, and house was heated 

£> / '^'^ uvcr. \0Urs tiuly, 

FRED. S. WILKES. 

Wm. Buck, Esq., Brantford Chatham, March nth, 1893. 

to tei?;:u\vh:;^^^ Jink it will be in order 

my house last fall. I can only say one thVn^ .h ^^'.""^^V^^' P^t in 
works like a charm. No trouble t'o ^ana^e^S^ ^^^^ 
eater. We had everv onnnrtnnif^r f . 3^ . extravagant coal 

dul it fail to do rj^t Sir rScllj; To"'"' 

all credit for our enjoyable winter as fhn? k?" r ^ ^^""^ due 

to our house, without puttinTrn a fu'n-, J li °^ "^^'"2 '^e alterations 
many more houses comfortable this coming suZef, """^ 

I am, yours truly, 

H. K RIDLEY. 
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GuELPH, Feb, 17th, 1892. 

Wm. Buck, Esq., Furnace Manufacturer, 

Brantford, Ont. 

Dear Sir, — If your desire it, I would be pleased to have you refer 
any parties purchasing Buck's Leader Furnace to me for a testimonial in 
its favor. For years I have studied the construction of furnaces and have 
had practical experience in the use of three of the best makes. Your 
Leader has more scientific and practical improvements than any in the 
market. The down draft will save any man 25 per cent, in fuel. The 
direct draft is a clever invention for getting up a quick fire. The furnace 
works perfectly, is a powerful heater and I am delighted with it. 

Yours truly, 

E. H. HUTTON. 



London, Ont., March 14th, 1893. 

Wm. Buck, Esq , Brantford, Ont. 

Dear Sir, — The Leader Furnace purchased by the Directors last fall 
for heating the offices of Fraser & Fraser, in Company's Buildings, has 
given perfect satisfaction. I have yet to hear the first complaint from our 
tenants. This winter has been one to thoroughly test the qualities of a 
furnace, and it is a pleasure to bear testimony to the good work of your 
"Leader." Were I selecting another furnace, my choice would again be 
the " Leader." Yours truly, 

W. A. LIPSEY, 
Manager Agricultural Savings & Loan Company. 



London, Ont., March 20th, 1893. , 

Wm. Buck, Esq., Brantford, Ont. 

Sir,— I have pleasure in stating that the 24 Leader Furnace, placed 
in my residence last fall, has given entire satisfaction. It is economical, 
thoroughly warming a two storey brick house, 40x48, attic finished, and 
maintaining a temperature of 65 degrees, and that during a severe cold 
spell where the thermometer fell to 20 degrees below zero. My personal 
experience has led me to believe it far superior to those of other make. 

Respectfully yours, 

A. M. HAMILTON. 

546 Wellington-St., London, Ont. 

GoDERiCH, Ont., March nth, 1893. 

Wm. Buck, Esq., Brantford. * o 1 » 

Dear Sir, — In answer to your enquiry of how the furnace, ■ buck s 
Leader," which' I purchased from you is working, I have great pleasure m 
stating that it has given me complete satisfaction. Though the wmter has 
been exceptionally severe, I have had no difficulty in comfortably heatmg 
my house of six rooms and two halls with your No. 20 Furnace, and with 
a moderate amount of fuel. I can confidently recommend '* Buck s 
Leader " as being a serviceable and ecor.omical furnace. 

Yours respectfully, 

lAMES YATES. 
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The Rectory, Coder ich, March 9th, 1893. 
Wm. Buck, Esq., Brantford. 

Dear Sir, — Yours of 8th inst. to hand. We are exceedingly pleased 
with the Hot-Air Furnace, 24 Leader, you put in the rectory, in fact it 
surpasses our expectations. Every room of the rectory is just of the 
warmth required. I have recommended it to several. 

REV. M. TURN BULL, Rector. 



Petrolea, Ont., March 22nd, 1893. 

Wm. Buck, Esq , Brantford. 

Dear Sir, — In reply to your favor of 9th inst., respecting the "Leader" 
Furnace, No. 20, purchased from you, I take great pleasure in stating that 
it has given me the very best satibfaction. It's a good one. 

Yours truly, 

ROBT. JACKSON. 

Windsor and Walkerville, Ont., March i6th, 1893. 
Wm. Buck, Esq., Brantford. 

Dear Sir, — I have much pleasure in sending you this testimonial 
in regard to the No. 24 Leader Furnace, made by you and placed in my 
house this winter. I find it in every respect a magnificent furnace, doing 
perfect work and giving every satisfaction. 

Respectfully yours, 

G.M.CHRISTIE. 



Stratford, March 20th, 1893, 

Mr. Wm. Buck, Brantford, Ont. 

Dear Sir,— I had Mr. Smith, of this city, place in my house last 
November one of your furnaces, named Buck's Leader, No. 24, and I take 
great pleasure in stating to you that it has given us perfect satisfaction and 
we feel certam, after the test of this cold weather, that we can keep our 
home at 75 or 80 degrees at any time should we wish. We would also 
state that it is easily managed, and we never have gas or dust in our house. 

coming season, as vour 
furnace is really a dandy. ^ 

I am, yours respectfully, 

F. D. HAMILTON, 

Ch urch'St,, Stratford, 

Mr. WtT,., Buck, Brantford. ^^^'^ ^^-^h .4th. 1893. 

Dear Sir,— It is with pleasure that I recommend the Buck's Leader 

I^^^^J'a^ ^/h !, Z'^"!'' '^^"^^ I am more than 

p eased that I deeded to have the above, as I have heard of many com- 

£TLltklTut" """'"^ ^^^^^^c^ou^y, and a great many ol them 

I am, yours very truly, 

JAMES DOW, 
Manager Totem of Health Co., Stratford. 
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M 1 o Brantford, March 30th, 1893. 

Messrs. Knowles & Nott. o > 

Dear Sir,— I take much pleasure in testifying to the quality and 
heatmg power of Buck's Lead, r Furnace, and would recommend it to any 
one who is m need of a first-class furnace, 

ALF. C. HAVILL. 

Brantfcrd, March 17th, 1893. 
The No. 24 Leader Furnace, manufactured by William Buck, placed 
in my residence last fall has given entire satisfaction. It has proved to 
be a powerful heater and very easily controlled, so much so that when the 
weather is mild the fire can be allowed to get very low without danger of 
going out. The consumption of fuel for the winter will be about ten tons 
of coal, and the heat has been kept from 70 to 75 degrees during the 
coldest weather. I consider the furnace is on the right principle, and 
seems to be well constructed.. 

JAMES HARLEY, 

Harley & Sweet, Barristers. 

Brantford, 1 8th March, 1893. 

Wm. Buck, Brantford. 

Dear Sir, — I have great pleasure in testifying to the superior merit of 
your furnaces. Having used a No. 7 Garnet in my store for the past 
three years, heating very comfortably a surface of over 100 feet deep, 20 
feet wide, and 15 feet high, also an upper room of 50x14x12, on an 
average of 6;^^ tons per winter. I have also used one of your 24 Leader 
Furnaces in my residence for the past two years, heating large drawing 
room, dining room, three halls, five bed rooms and bath room, at an 
average heat of from 65 to 70 degrees, consuming 9 tons of coal each 
winter. Both furnaces have given entire satisfaction in all respects. 
Trusting you will have long and continued success in the manufacture of 
the above furnaces, I remain, Yours truly, 

JOHN AGNEVV. 

Kaowles & Nott. 

♦ 

Gentlemen, — I take much pleasure in testifying to the superior 
qualities of Buck's Leader Furnace put in my house last fall. It has been 
a powerful heater, easily managed and has given me good satisfaction in 
every particular, and would recommend it to any person requiring a furnace. 

Yours truly, 

W, H. VERITY. 



Brantford, Nov. 29, 1892. 

Wm. Buck, Esq., Brantford. 

Dear Sir, — Your No. 24 Leader Furnace, placed in the Brant 
Avenue Methodist Parsonage gives satisfaction, and is all you claimed for 
it. The placing of the pipes and registers is very satisfactory, showing 
honest work, for which accept our thanks. - 
Signed on behalf of the Brant Avenue Methodist Church Trustee Board. 

R. S, SCHELL. 1 reasurer. 



I 
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Brantfokd, March 21st, 1893. 

VVm. Buck, Esq., Brantford. 

In 1 89 1 I had one of your No. 24 Leader Furnaces put in my housi 
on Brant Avenue. This will be the second winter which it has been usee 
and it has been thoroughly tested. It has given great satisfaction, heatinj 
all the rooms comfortably in the coldest weather. It is a quick and power 
ful heater, easily controlled, and only requiring being attended to twice i 
day, morning and evening. The grate I consider one of the promineni 
features of the furnace, as it removes the ashes from under the whole fire 
without shaking or disturbing it or allowing coal to fall through. As foi 
economy in coal, I believe it to be equal to any furnace that has comt 
•under my observation. So far no repairs have been needed, and to all 
appearances the furnace is in as good condition as the day it was put in 

Yours respectfully, 

R. S. SCHELL, 
Manager Royal Loan & Savings Co. 

Brantford, March 3oih, 1893. 
Wm. Buck, Esq., Buck's Stove Works, City. 

Dear Sir, — We write to inform you that the Leader Furnace, No. 28 
placed in our premises by you, has given us every satisfaction, 'it heats 
the entire store, which is one hundred and fifty feet deep, also two flats of 
our Bindery, sixty feet deep each. 

Yours truly, 

1 1, r, 1.. . J. &. J. SUTHERLAND, 

Booksellers, Bookbmders and Manufacturing Stationers, Colborne St. 



0 



WARM-AIR FURNACES, REGISTERS, ETC. 



33 



6th March, 1895. 

Messrs. McKelvey & Birch. 

Gentlemen, — Answering your enquiry, I have a No. 5 Buck's Garnet 
Furnace in my residence ; it uses comparatively little fuel, is easy to regu-. 
late, and is a first-class heater in every respect. 

Yours truly, 

JOHN STRANGE. 



Kingston, Feb. 25th, 1S95. 

Messrs. McKelvey & Birch, Kingston. 

Dear Sirs, — It gives me much pleasure in adding my testimony as 
to the good qualities of the Garnet Hot-Air Furnace. I have now used 
the one furnished by you for three winters, and for ease in running and 
economy in fuel, I consider that it cannot be beaten. I^or a Hot- Air 
Furnace I think the Garnet is perfection. 

Yours very truly, 

GEO. H. WILSON. 



Adolphustown, Feb. 26, 1895. 

Messrs. McKelvey & Birch, Kingston. 

Gentlemen, — In reference to the working of the Buck Garnet Fur- 
nace you put in our Methodist Church here last year, I have to say that 
it is all that could be desired both for coal or wood. 1 can safely recom- 
mend it to any person wanting a furnace. It works exceedingly well. 

Yours truly, 

H. H. ALLISON. 



Kingston, Feb. 27th, 1895. 

Messrs. McKelvey &: Birch. 

Gentlemen, — The Buck Garnet Furnace, which you placed in 
St. John's Church, Portsmouth, we think is going to give us satisfaction ; 
the heat seems to be very equally distributed over the church. The only 
complaint has been a little too much of it, but that we think can be mended. 

ALLAN McLEAN. } .yarrlen. 

THOMAS EVANS, J ^^'^^^"s- 



Chatham, Jan. 9th, 1891. 

To E. VV. Samply, St. Thomas, Ont. 

Dear Sir, — I have much pleasure in stating that I had two Garnet 
Coal Furnaces' and one Wood Furnace, called the Atlantic, placed in 
buildings under my supervision last year, and must say that in both cases 
they have given universal satisfaction and did better work than was antici- 
pated. I can cheerfully recommend any of the furnaces above named to 
anyone requiring their buildings heated by hot air. 

I remain, yours most respectfully, 

JAMES L. WILSON, 

Architect, Chatham, Ont. 
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Chatham, Ont., Feb. 12th, 1895. 
Messrs. Morton & Adam, Hardware, etc., Chatham, Ont. 

Gentlemen, — I can cheerfully recommend the Garnet Furnace pu 
.chased from you. It has worked quite satisfactorily, and is economical i 
i^^sl- Yours very truly, 

■ W. A, HADLEY. 



_ , Chatham, Ont., 1895. 

To Messrs. Morton & Adam, Chatham. 

Gentlemen,— The three Garnet Furnaces I purchased from you ar 
entirely satisfactory, and can recommend them to anyone wanting 
furnace. " 

Yours truly, 

WILLIAM BLIGHT, Builder, etc 



Hyman-St, London, Ont.. 293 Feb. 18, 1895. 
Wm. Buck, Esq., Brantford, Ont. 

house last fall, has given entire satisfaction. During the most sever! 

kTo friends ^^"^^^^^^^^^ ^1^^ 7o I highly recommenc 

Lu wy irienas. Very sincerely, 

L. A. HOWELL, 



To Messrs. Morton & Adam. Chatham, Jan. 29th, 1895. 

she hSfonll^h^K"''' "u' f^^o^-nending the Garnet Furnace, 
sne having one in her house which gives perfect satisfaction. 

To Whom it May Concern. Breslau, September 14, 1891. 

P.tP^M'' to certify that we have had the Atlantic Furnace with Dobbin's 
Patent Down Draft in use in our school for the past three years anH rnn 
sider It a great improvement. Before Durcha<;;nrth;c 5^^'^*/"° ^on- 
draught furnace, but found it unsatisfaLrvTn r^Tn^ 1"^^ "P" 

of the heat went up the chimney wT'cV^ld^^J IT^ul f 
warm in time for school. Since DuttinVin fhi a"? school-room 
had no difficulty in eett ne nmni hi' A . ^ A"^""^ ^"^^^^ have 
draws well, an^mosf J KmTit can heZn^'t^l' " '^'^^ ^"^^'^^ 
most closed. One of the fea res onL Atlantic K ' ^'"'P'^ 
fuel. We use less wonH k1o7; Atlantic Furnace is the savin? of 

one room! ^^^^ f°™erly used to heat 

.1. Y. SHOEMAKER 
FREDERICK SCH.«FER 
MOSES S. CRESS MAN, ' 

Trustees of Breslau School. 



I 
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Stratford, April 20th, 1893. 

Mr. A. Smith. 

Dear Sir,— It is with pleasure 1 take the opportunity of testifying to 
your Buck Furnace that I contracted for with you last year, put in at the 
Queen's Hotel, Stratford. I must acknowledge that it far exceeded my 
expectation. I consider the space it heated must be upwards or over 
sixty thousand square feet of area, and oftentimes the dampers had to be 
closed, and more, 1 am pleased to say with sixteen tons of coal. I think, 
to the best of my knowledge, it was put to work about the first of October. 
I also add my tenant is fully satisfied, and expected to have burned up- 
wards of twenty tons, as the winter has been a very severe one, To any 
one that this may concern, I am prepared to explain more particularly if 
required. Yours truly, 

JOHN CGRRIE. 



Arthur, Feb. 21, 1895. 

Mr. Wm. Buck, Brantford. 

Dear Sir,— The two warm-air furnaces, No. 7 Garnet Coal Furnace, 
and No. 43 Atlantic Wood Furnace, which your Mr. Hoagg placed m our 
new Methodist Church here, has given iis every satisfaction. After nearly 
two years' trial, we must say that they are really very, very satisfactory, m 
fact, all that we could really ask or desire, therefore we can cheerfully recom- 
mend them to intending purchasers. ^ . / 

We may add, that through this very cold snap when 26 below zero, 
our church was like a summer heat—" both church and basement. 



Signed 



( J. S. KERRITT, 
J A. BALLENTINE, 
( W. H. BLAIR, 

Building Committee. 

OsHAWA, Feb. 7, 1895. 



D. Cinnamon, Esq., Town. ^ , ,,7 

In regard to the No. 5 Garnet Coal Furnace, ^^^^^^''""''l^^^^^^ 
: of Brantford, placed in my house by you, has given me the greates 
possible satisfaction. I can cheerfully recommend it to the public, 
has no faults, economical in fuel and a pleasure to run. 

Yours truly, 

J. R. LAVIS. 



It 



OsHAWA, Feb. 7th, 1895. 

To Whom it May Concern. . . -.u 

Having used one of Buck's No. 5 Garnet Coal Furnaces, it is with 
Dleasure mention the fact that the Garnet is a fine working furnace, hav- 
STee combu^^^^^ " economical in fuel," great amount of heating surface, 
^akS rpo:^rful and efficient f-nace, no ^^^^^^^^^ to manage, giving 
the greatest possible satisfaction, Respecttuuy^^ BASSETT. 
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HE following is a list of people enjoying the comforts of. 

. . The "Garnet" Furnaces. . 

■ > » 

In Toronto, sold by R. Bigley, 96 and 98 Queen St. East Toronto, Ont 




Hugh Leach, 198 College St. 
W. E. Long, 29 Cecil St. 
C. D. Daniels, 31 Prospect St. 
G. L. Hillman, 259 Jarvis St. 
Robert Ogilvie, -Irchitectjg Adelaide 

Street east, 
R. W. Hynds, 257 Jarvis St. 
Mr. E Harper, 1 1 1 Elizabeth St. 
Robt. Petman, 36 Earl St, 
Andrew Jeffrey, 107 Carlton St. 
C. E. Snelgrove, 105 Carlton St. 
J no. C. King, 123 Bond St. 
J. H. Cash, 165 Victoria St, 
F. R. Hamilton, 79 Seaton St. 
S. S. Mutton, Real Estate, etc , 

Adelaide St. 
J. Johnston, 291 Palmerston Ave. 
Jas. Culville, Sr Seaton St. 
Mrs. Swood, 125 Bond St. 
Dr. Greig, 131 Sherbourne St. 
St. Joseph's Church, Leslie St. 
Jos. Saulter, 137 Isabella St. 
W. J. Smith, Strachan Ave. 
Mrs. Brown, no AlcCaui St. 
Eugene O'Keefe, Bond & Gould sts. 
Mason & Risch, 32 King St. \V. 
Geo. Hess, 793 Dunn Ave. 
Thos. Handley, 49 Harbord St. 
Jno. Hare, 21 Borden St. 
Geo. Davis, Hayden St. 
Mrs. Robinson, Thornhill. 
J. S. Smith, 13 Washington St. 
A. B. Crosby, 208 Carlton St. 
Central Methodist Church Parson- 
age, Bloor St. E. 
Mrs. Jno. B. Kendrick, 209 John St 
H. S.Mullen, (Block), Markham St 

E. Stephen.son(Block),ParliamentSt. 

F. E. Phihps, Rosedale. 

C. H. School ey, 17 Selby St. 
W. J. Montgomery, Islington. 
Thos. Hogarth, 633 Broadview Ave. 
F. A. Fleming, 39 Grosvenor Ave. 



C. A. Kelly, West Toronto Junction 
Jno. Rowland, 334 Yonge St, 
Thos. B. Mishan, 17 St. Vincent St, 
VV. E. Boyle, 14 Carlton St 

C. E. Blanchford, 168 Carlton St. 
Dr. Holford Walker, 56 and 58 Isa- 
bella St. 

Baptist Mission Church, Brockton. 
Parkdale Baptist Church, Parkdale. 
W. G. Cooper, 268 Sackville St. 
Jas. T. Reid, 269 Richmond St. W. 
Jas. Dixon, 706 Spadina Ave. 
E. Dale, 143 John St. 

D. Whale, Church and Richmond Sts. 
^V. H. Dake, 10 Clara St. 
C. S. McDonald, Elliott St. 
Islington Baptist Church, Islington. 
Afrs. Burns, 240 Carlton St. 
Walter Kyle, 55 Gould St. 
R. B. Green, t8 Portland St. 

E. I.. Yeigh, 264 Sherbourne St. 
R, Thome, 161 Jamieson Ave. 
Jno. ponaIdson,"537 Beverley St. 

G. W. Hunter, 136 D'Arcy St. 

R. H. Bullen, 236 Palmerston Ave. 
E. Stephenson, 538 Parliament St. 
Geo. Wright, 306 Wellesley St. 
Geo. Jaffray, 726 Spadina Ave. 
Rev. C. Watson, 14 Gwynne St. 
Mrs A. Heron, Church and Isabella. 

H. Hipkms, 43 Carlton St. 
C. E. Caron, 88 Gould St. 

A G. Crosby, 283 Sherbourne St. 

W. Kew, 245 Beverley St. 

Rev. Father Rooney, St. Mary's 

Church Parsonage. * 
^y. N. Crone, 580 Parliament St. 
Newtonbrook Methodist Church, 

Newton brook. 
S. W. Bingham, Islington. 
St. Michael's Palace, Church St 
Geo. Irwm, Newtonbrook. 
E. Stephenson, (Block), Prospect St 
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Wm. Buck, Esq. . J^"; ^1'^' 

Dear Sir,— I put a No. 5 Garnet Furnace in my dwelling in the fall 
of 1888. and although the rooms are all large and the hall is 7 x 30 feet, 
with an open stairway, every room is well heated with veiy little more coal 
than I burned in one self feeder stove; and although there are more 
different furnaces manufactured in Hamilton than in any other city, I can 
recommend the Garnet Furnace as being the most durable, easiest reg- 
ulated and best heating furnace manufactured. 

I remain^ yours truly, 

JOHN WILSON, 
Hamilton, Jan. 21st, 1890. 

Wm. Buck, Esq. 

Dear Sir,— Your agent, Mr. John Wilson, of this city, placed a 
Garnet Furnace in my store and dwelling one year ago, and as I required 
a very large amount of heat I had a No. 6 put in; I now believe that a 
No. 5 would have been plenty large enough. I have much pleasure in 
recommending the Garnet Furnace to any person wishing the best and 
most powerful heater made. Yours truly, 

A. BRUNK, 

York Street. • . Furrier. 



Hamilton, March 31st, 1890. 

Wm. Buck, Esq. 

Dear Sir, — The No. 7 Garnet Furnace you sold me some months 
ago is giving entire satisfaction. It is the easiest furnace to manage I 
ever saw, and very economical on coal ; and as for heating, I have no 
reason to doubt but what I could heat a house half as large again with 
the same furnace. I am pleased beyond measure that I bought your 
furnace. , Very cordially yours, 

J. W, SUTHERLAND. 



London, Jan. 27th, 1890. 

Wm. Buck, Esq. 

Dear Sir, — The Garnet Furnace with which you supplied me last 
fall is giving good satisfaction. It is easily managed and economical. 

Yours truly, 

JAS, L ANDERSON. 



Brantford, Feb. 20th, 1890. 

Wm. Buck, Esq. 

Dear Sir, — The Garnet Furnace that you put into my store two 
years ago has turned out quite satisfactory, giving an abundant heat in 
the coldest weather throughout my large premises with less coal consumed 
than when the heating was don^ with stoves. 

Yours respectfully, 

CHAS. DUNCAN. 
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Brantford, Feb. i8th, 1890. 

VVm. Buck, Esq. 

Dear Sir, — The No. 7 Garnet Furnace which you placed in my 
house one year ago has proved to be all you claimed for it, being very 
economical in fuel and a powerful heater. I may state we have had great 
comfort from it, and can cheerfully recommend it to any person requiring, 
a first-class furnace, 

MRS. H. BIGGAR. 



, Brantford, March 2nd, 1890. 

Wm. Buck, Esq. 

Dear Sir. — I have had in use at my house for some time two of 
your Furnaces, and have pleasure in saying I believe them equal to the 
best, and superior to most other furnaces in the market. 

Yours, etc., 

GEO. FOSTER. 



Brantford, February 22nd, 1890. 

Wm. Buck, Esq. 

Dear Sir, — I have had in use for several years in my house one- of 
the hot air furnaces manufactured by William Buck, of Brantford. It is 
known as No. 7 Garnet. It has worked admirably, does not get out of 
order and heats the house to any desired temperature. I cheerfully 
commend it. 

ARTHUR S. HARDY, 
Commissioner of Crown Lands. 



^ , ^ Brantford, March 4th, 1890. 

U m. Buck, Esq. ^ 

Dear Sir,— I have had one of your No. 6 Garnet Hot Air Furnaces 
in use in one of my houses. It is a first-class furnace, heating the house 
comfortably in the coldest weather. 

ALFRED J. WILKES. 

,v -D 1 Brantford, 4th March, 1890. 

\Vm. Buck, Esq. ^ 

Dear Sir —I would say in respect of the Garn£t Furnace No 6 
the one you placed in the Standard Bank of Canada here in October' 
1889, that It has given good satisfaction, and I am well pleased with its 

Yours truly, 

W. T. WICKHAM, 

Manager. 

Wm. Buck, Esq. * Brantford, Ont., Feb. 25th. 1890. 

Dear Sir,— I have a furnace (No. 7 Garnet) in mv house and havp 
found .t to be a good and economical heater. ' Yours truly! 

THOMAS S. WADE. 
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GuELPH, Feb. 26th, 1890. 

Wm. Buck, Esq. 

Dear Sir,— I have much pleasure in testifying as to the efficiency 
of the Furnace which I bought from your agent, Mr. W, A. Hoagg, last 
au'umn. It has proved to be a thorough heater, and furnishes as much if 
not more heat than the other two furnaces we have in the church. Our 
treasurer will remit cheque for the same to-day, or to-morrow at latest. 

Yours truly, 

JOHN A. LAMPREY, 
Chairman Board of Managers, St. Andrew's Church. 

Ingersoll, Feb. 12th, 1890. 

Wm. Buck, Esq. 

Dear Sir,— We have had great satisfaction from your No. 6 Garnet 
Furnace placed in my hotel by your agent last fall. It is a powerful 
heater, and I can safely recommend it to any person wishing to purchase 
the best in the market, 

ROBERT KEATING. 



Ingersoll, March 5th, 1890. 

Wm. Buck, Esq. 

J)EAR Sir,— I have much pleasure in testifying to the merits of your 
Coal Furnace put in one of my houses. They are a fine working furnace 
and easily managed— also economical in fuel. The furnace is a good one, 
and I have much pleasure in recommending it. 

Yours truly, 

H. GOBLE, 

Architect and Builder. 



Ingersoll, March 7th, 1890. 

Wm. Buck, Esq. 

Dear' Sir,— Your agent in our town, Mr. Geo. Turner, supplied me 
with one of your Furnaces last autumn, and I have had it in constant use 
since November, and may say that I am well pleased with it, and find it 
convenient, economical in fuel, and a thorough heater. 

Yours truly, 

F. C. NOXON. 



Flora, March 7th, 1890. 

W. A. Hoagg, Esq. r ♦u^ ...u 

Dear Sir —I beg to acknowledge receipt of your favor of the isth 
ult. in reference to Buck's Garnet Furnace No. 8, which you placed in 
Knox Church, Elora, last November. I was one of the committee ap- 
pointed to superintend the putting in of the furnace, and have pleasure in 
savin- that you performed your contract satisfactorily in every respect^ 
Although we have had no very cold weather this winter, yet from what I 
have observed I have no hesitation in certifying the furnace to be a power- 
ful heater, and that I believe it can, with the assistance of the other 
furnace, properly heat the church in the coldest weather. 

Yours truly, 

HENRY WISSLER. 
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Stratford, Jan. 20th, 1890. 

Wm. Buck, Esq. 

Dear Sir, — It is with pleasure that we refer to the fact that in the 
fall of 1888 two of your Garnet Furnaces, No S, were placed in ihe new 
Baptist Church in this city, and to the surprise of the committee one 
furnace has heated the church, and we think during the coldest weather 
this will be sufficient, consuming on an average 5 tons of coal for the 
season. The size of audience room and basement is 120,000 cubic feet, 
and we must say we are more than satisfied, and can strongly recommend 
the Garnet to any one. It is simple in its working and economical in 
fuel. This is what every purchaser should aim at. 

Yours respectfully, VV. J. MARSHALL, 

Secretary Building Committee. 
JAMES GADSBV, 

Chairman Building Committee. 

^ , ^ ' ' Woodstock, Jan. 20th, i8qo. 

Wm. Buck, Esq. 

Dear Sir,~I have used the Buck Furnace (the Garnet) for two 
years, and have found it first-class in every particular. I would not eive 
U for any other make. Respectfully yours, 

H. N. GUSTIN. 



Wm. Buck, Esq. ^""^^ '^'^^ 

twn ""'u^^'! •^'T P^''''^'^ ^^"'■^^ (finished last December) 

tv^o of Bucks Hot Air Furnaces, purchased from Mr. W. A. Hoaag and 
more complete satisfaction we could not look for. One furnace we have 

S Au'T T^' ^^'^^ ^"^'^ ^'^y ^^^^^-^ ^^-^^ ^"<i the plan 

which Mr. Hoagg adopted for drawing the cold air from the floor secures 

X^Z:^^^^^^ '^^^ congregation warm. Fro., 

to anS^ IH '^^^^y recommend the Buck Furnace 

to any public building requirmg thorough and cheap heating. 

H. ROBINSON, 

Rector of Exeter. 
• JOHN SPACKMAN, 

This church contains .40,000 cubic'tt^"'^'" 



W m. Buck, Esq. ' BRANTFORD, Feb. rgth, 1890. 

in ^h?^T — ^".'■egard to the Hot Air Furnace (the Garnet^ nlar^H 
in the police station here bv vm.r =.£r»„f<: • ^ ^'arnet; placed 

powerful furnace, heating the fourt nH n ^ ™mensely. It is a 

cells perfectly It is mvinrMf k ' ^"^ ^" ^^^ces, corridors and 

can tLrefore'stronglfZm,, enrifto n f.^''^^^^"- throughout. We 
chasing a good furnace. ° P""" ^^'^^i'^ of pur- 

J. G. STEWART 
Chairman Building and Grounds Committee. 
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Strathroy, Jan. 9th, 1890. 

VVm. Buck, Esq. 

Dear Sir, — I have had in use for the past two winters one of your 
FurnaLes (the Garnet) in my house, and take pleasure in recommending 
it. It warms my house beautifully, every room, includina kitchen, in the 
t:oldest weather. It burns wood equally as well as the coal, with good 
result. We have no gas or dust from it. 

Respectfully yours, 

WM. DAWSON. 



GoDERiCH, Jan. 15th, 1890. 

Wm. Buck, Esq. 

Dear Sir, — Tn re the Coal Furnace (the Garnet) you placed in my 
dwelling house last Jail, I may state that so far it has worked well, heating 
the house quite economically. Yours, etc., 

FRED. J. PRIDHAM. 

Brantford, Feb. 20th, 1890. 

Wm. Buck, Esq. 

Dear Sir, — We are now using one of your No. 7 Garnet Furnaces 
for the third winter, and are glad to be able to say it gives entire satisfac- 
tion, furnishing plenty of heat, without the escape of gas or dust, and 
being regulated quite easily. The only difficulty we experienced was dur- 
ing the first season, when, owing to our mistake, we tried to use too large 
sized coal. Yours truly, 

A. D. MUIRHEAD. 
GEO. H. MUIRHEAD. 



Brantford, Feb. 20th, 1890. 

Wm. Buck, E'^q. - 

Dear Sir,— One of your Garnet Furnaces, No. 7, supplies the heat 
for our offices, and those of the Royal Loan & Savings Co., .on the ground 
floor. We have no fault to find with it, and can say that it gives good 
satisfaction. We have no desire to make any change. 

Yours truly, 

HEYD, MUIRHEAD & JONES. 



Brantford, February 20th, 1890. 

VVm. Buck,' Esq. 

Dear Sir,— I have much pleasure in giving a hearty recommendation 
to your Garnet Furnaces. I have a No. 6 in my Drug Store and a No. 
7 in my dwelling house, and both furnaces give perfect satisfaction. . 

GOLDING the DRUGGIST. 



Brantford, Feb. 27th, 1890. 

Wm, Buck, Esq. 

Dear Sir,— The two No. 7 Garnet Furnaces you put in my two 
houses in the fall of 1888, built on Pearl Street, are giving good satisfac- 
tion in every particular. Yours truly, ^^^^^^^ ^^^^^^^ 
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Brantford, August 3rst, 1887. 
VVm. Buck, Esq. , 

Dear Sir, — I had one of your Garnet Furnaces placed in my h0u.1t 
last fall, and although the winter was extremely cold, it heated my whole 
house on six tons of coal. It is an efficient and economical heater, and 
has given me every satisfaction. Yours respectfully, 

LOUIS F. HEYD. 



Brantford, 21st Feb., 1890. 

\Vm. Buck, Esq. 

Dear Sir, — Answering your request for "my opinion of your Garnet 
No. 7 Coal Furnace," one of which I have had in use in my house during 
the past two winters, I have to say, that for the first few months of our 
experience it was a veritable thorn in the flesh" to every member of my 
family. We were in the alphabet of our education in the use of coal as a 
fuel, you know. Later on, we graduated in this department of study, and 
now make a good strong fire about 6.30 a. m., "bank it" at 8 a. m., and 
do nothing more with it until the following morning about the same 
hour. Meanwhile the temperature in every room in my house ranges be- 
tween 65' and 70' F^ahrenheit. The consumption of coal the present 
winter will be about five tons. The above being my experience with your 
furnace, it affords me pleasure to recommend any who purpose putting in 
a furnace to go and do likewise." Respectfully ^ ours, 

VV. E. WELDING. 

iJRANTFORD, September 4th, 1888. 

Wm. Buck, Esq. 

Dear Sir, — The Garnet Furnace purchased of y.u last fall for our 
store gave us such perfect satisfaction that we had one put in our house, 
and any person requiring anything in the same line would be well satisfied 
by trymg one of the same make. Yours respectfully, 

D. DENGATE & CO. 

T> 1 ^^^ANTFORD, September 5th, 1 888. 

Wm. Buck, Esq. ^ 

Dear Sir,— The two No. 8 Garnet Furnaces which you placed in 
my dry goods store a year ago have given me complete satisfaction in 
every respect, being powerful heaters, easily controlled and economical I 
have much pleasure m testifying to the efficiency of the Garnet Furnace. 

Yours truly, 

WM. GRANT. 

Wn,. Buck, Esq. ' Brantford, March 4th, , 890. 

forthel1,l^l'*'~^'''''"?"''*^^"',°'"5'°"'' No. 7 Garnet Coal Furnaces 
for the past three years in my dweUing house, I am oleased to sav it i<; 

Toi:^ '"^ ^" ec^no^ica^y.^^ Ly 

also say that it is very easily managed. 

Yours, etc., 

MRS. C. J. KENDALL, Darling Street. 
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Palermo, Feb. 3rd, 1890. 

\Vm. Buck, Esq. 

Dear Sir, — Having had one of your Garnet Hot Air Furnaces 
placed in my house last fall, I am pleased to say it has given entire satis- 
faction ; have had no trouble in keeping my house at a uniform tempera- 
ture of about 70 degrees, and can safely recommend it to anyone re- 
quiring a first-class article. Yours truly, 

A. BUCK, M. D. 



Delaware, Ont., Feb. 15th, 1890. 

Wm. Buck, Esq. 

Dear Sir, — I cheerfully recommend your coal furnace the Garnet, 
put in this parsonage last year, for it gives entire satisfaction, heating all 
the house (six rooms and hall) without the appearance of dust, gas or 
smoke. /This furnace is a luxury. It would require three stoves to heat 
this house equal to the furnace. This would require double the fuel we 
use, to say nothing about the extra labor with stoves. I would not be 
without it for many reasons. Yours truly, 

R. THOMPSON, 

Methodist Minister. 



London, 120 Uundas-St., Feb. 7th, 1890. 

VVm. Buck, Esq. 

Dear Sir, — Having used one of your coal Furnaces (the Garnet) in 
my store and dwelling since October ist, I must say that it has more than 
met your most favorable recommendations. My store is not a most favor- 
able one to heat with one furnace, being very long (iio feet) and three 
stories high, with work-room at rear end, all being comfortably heated, in 
fact the furnace has never as yet been run to half its capacity, and one- 
third of the time the hot-air registers are fully closed off. A better working 
furnace never was set up to my idea, and will be pleased at any time to 
show any person how easily it is managed. J can cheerfully recommend 
the Garnet as the most powerful and economical furnace in the market. 
I may also state that I saw the Garnet thoroughly tested in Dr. Proud- 
foot's church in this city before purchasing mine. Therefore it was no 
speculation on my part. Yours truly, 

A. SHARP. 



Mount Elgin, Jan. 14th, 1890. 

VVm. Buck, Esq. 

Dear Sir,— Replying to your Mr. Hoagg's communication of the 
iith inst. as to how we liked the Garnet Furnace he sold us : we are ex- 
tremely well pleased with its heating qualities, economy of fuel, and 
simplicity of construction; can fully endorse every word spoken of its 
good qualities by your agent. Inclosed please find cheque in full for 
furnace and registers. Wishing you the comphments of the season, we are, 

Yours respectfully, 

R. (J A. MILLER. 
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Brantford, Feb. 17th, 1890. 

Wm. Buck, Esq. 

Dear Sir, — The No. 6 Garnet Furnace put in by you last fall is 
working admirably, and I consider it a very economical one and would 
cheerfully recommend it to every person requiring one. 

Yours truly, 

C. A. BUTTERVVORTH. 



Brantford, Ont., Feb. i8th, 1890. 

\Vm. Buck, Esq. 

Dear Sir, — Having used one of your No. 8 Garnet Coal Furnaces 
in my hotel for the past winter, I can safely recommend it to any person 
requiring a powerful and very economical' coal furnace. Having used 
seven stoves in my hotel before the furnace was placed in it, and have 
more heat with one-third less fuel, we also have more comfort from the 
furnace, as the house is heated more uniformly than before. 

Yours, etc., 

FRED. WESTBROOK. 
London, Feb. 8th, 1890. 

Wm. Buck, Esq. 

Dear Sir,— In reference to the No. 8 Garnet Coal Furnace pur- 
chased from you in the fall of 1888 for use in the First Presbyterian 
Church here, we would say that after two years' trial it has proved to be 
all that you claimed for it. Instead of requiring two furnaces, which we 
supposed would be necessary to heat a building the size of ours, we find 
that one Garnet No. 8. does the work easily, giving us perfect comfort in 
the coldest weather, and not giving the slightest trouble to the congre- 
gation from gas or dust. We can safely recommend the Garnet as being 
a most powerful and economical furnace. 

R. REID, Chairman 

A. M. HAMILTON, Treas. 
A. SHARP. 

GEO. HODGE. 
HARRY BAPTY, Sec. 
(AS. I. ANDERSON. 
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MnsceMameoMS Names of. PartDe 

Usflo^ the Oaraeto • 



Geo. MoncrieflT, M. P., dwelling, 

Petrolia. 
O. SiQions, dwelling, Petrolia. 

■p 

Dr. Thompson, dwelling, Strathroy. 

A. D. Hoagg, dwelling, Ingersoll. 
G. N. Davis, dwelling, Goderich. 
James Shaw, dwelling, Goderich. 
Col. Ross, dwellirg, Ottawa. 
Thos. Moll, dwelling, Montreal. 

J. H. Knapp, dwelling, Coaticooke, 
Que. 

G. E MacMillan, St. Andrews, Que. 
Academy at Coaticooke, Que. 
R. \y. Moore, Stanstead Hotel, Que. 
Pall Mall Street Church, London, 
Ont. 

B. J. Nash & Co., York St., London, 

Ont. 

A. Grier, dwelling, York St. London, 
Ont. 

Bodkin «&: Co., Store, Delaware. 
J. VV. Sutherland, store and dwell- 
• ing, Hamilton. 



Presbyterian Church, Glencoe. 
Geo. Cox, dwelling, Burford. 
J. C. Walker, Nelson St, Brantford. 
Charles Jarvis, Lome Ave., Brant- 
ford. 

Brant Avenue Sunday School, Brant- 
ford. 

J. Daniels, three stores, Colborne 

Street, Brantford. 
Wm. Wilkinson, Principal Public 

Schools, Brantford. 

— Robinson, Brant Ave., Brantford. 
Geo. Watt, Canning St., Brantford. 
Col. Jones, Dufferin Ave , Brantford. 
T. Harry Jones, Chestnut Ave., 

Brantford. 

— Horning, Brant Ave., Brantford. 
Mr. Robertson, (of Stanley, Robert- 
son & Co.), Brantford. 

Central School, George St., Brant- 
ford. 

D. Dengate, West St., Brantford. 



« 
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Kingston, March 8th, 1890. 

Wm. Buck, Esq. 

Dear Sir, — The three No. 8 Garnet Furnaces which we purchased 
from you last fall and fitted up in Chalmer's Church and Sabbath School, 
are giving great satisfaction. It was a question if the church could be 
heated with two furnaces, as manufacturers said the cubic capacity of the 
building was greater than two furnaces could heat 

The cubic capacity of the church is over 155,000 feet; it is built in 
an open space, and very much exposed, with very large windows on three 
sides ; a new building with cold, damp walls and green plaster ; but your 
two furnaces proved equal to the occasion. Every Sabbath this winter the 
Church has been comfortably heated without running them to their utmost 
capacity. The furnaces have few joints to burn out, are simple in con 
struction, having no unnecessary flues or pipes, and consequently easily 
cleaned, and are economical in fuel. Having had considerable personal 
experience with furnaces, and extensive correspondence with manufacturers 
relative to the heating of the edifice, we believe the Garnet is the most 
powerful furnace in the market. We are, dear sir, 

Yours truly, 

N. McNEIL, 

GEO. S. FENWICK, 

A. WILLIAMSON, 

Members of Building Committee. 



Kingston, April 15th, 1890. 

Wm. Buck, Esq. 

Dear Sir —Last October I bought one No. 6 Garnet Furnace from 
Mr. W. Dunn, manufactured by Wm. Buck, Esq., Brantford, and I must say 
I am well pleased with it. It has heated my house to my entire satisfaction. 
It was like summer all over the house and with a saving of two tons of 
coal over the previous years with stoves, and I would strongly recommend 
the Garnet Furnace to all those wanting their houses or shops well heated 
with the least amount of coal. 

Yours truly, 

S. OBERNDOFFER, Cigar I^Ianufacturer. 



« m. 

Kingston, April i^th, i88q. 
Wm. Buck, Esq. » k :) , y 

Dear Sir,— Last October I bought from Mr. W. Dunn one No. 7. 
Garnet Furnace, manufactured by Wm. Buck, Esq., Brantford. Mr. 
Dunn fitted it up in my house which is three stories, 30x40, and I can 
say that it has given me entire satisfaction in giving nearly a uniform heat 
throughout my house, and I would recommend all those wanting their 
houses well heated to get Mr. Dunn to equip them with a Garnet Furnace. 

Respectfully yours, 

MRS. H. FRASER, 

King Street. 
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, ^ Gananoque, Feb. 25th, 1800. 

\\ ni. Buck, Esq. 

Dear Sir. — Last October I bought from Wm. Dunn, of Kingston, 
one No. S Garnet Hot-Air Furnace manufactured by Wni. Buck, of Brant- 
ford, and up to the present it has given me entire satisfaction in heating 
my hotel, which is three stories, 40x40 feet square. I consider it the best 
heatmg apparatus in the market. I would not go back to the old system 
of heating by stoves under any consideration. 

Yours respectfully, 

J. W. CHURCH. 
Kingston, March 8th, 1890. 

Wm. Buck, Esq. 

Dear Sir,— -Enclosed you will find our testimonial in favor of your 
Fiirnace. If it will be of service to you, you are at liberty to have it 
printed in your furnace Catalogue. 

Yours truly, 

N. McNeil 



KixGSTON, March 5th, 1890. 

To Whom it May Concern. 

This is to certify that I had placed in my new dwelling house last fall 
a No. 7 Garnet Hot-Air Furnace, made by Wm. Buck, Brantford, and w^as 
given three months' time by the dealer, Wm. Dunn, to test the same. All 
I can say is 1 am perfectly satisfied with the furnace, and recommend its 
use. My house is about 40 feet square, and tw^o and one-half stories high. 

Yours respectfully, 

THOS. MILLS. 



Kingston, April 15th, 1889. 

Last October I purchased from Mr. Wm, Dunn one No. 6 Garnet 
Furnace, manufactured by Wm. Buck, Esq., Brantford, and I must say it 
has given me entire satisfaction. It is economical in fuel and is easily 
managed, and heats the house with less coal than was formerly burned in 
stoves — in fact I would not go back to the old system of heating my 
house by stoves under any circumstances. 

Yours respectfully, 

JOHN McMAHON, Contractor. . 



Kingston, March nth, 1890. 

To Whom it May Concern. 

This is to certify that I have purchased from W. Dunn one No. 6 
Garnet Furnace, manufactured by Wm. Buck, Brantford, and can say that 
it has given us entire satisfaction. It is economical in the use of coal and 
is easily managed, and will never be bothered again with stoves if I can 
get a Garnet Furnace. Yours respectfully, 

EGERTON R. REES. 
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Kingston, March nth, 1890. 

VVm. Dunn, Esq., Stove Merchant. 

Dear Sir, — The No. 6 Garnet Furnace purchased from you Jas^ ycj 
has given us unquahfied satisfaction. Our house has been noted for beir 
what is called a ''cold house.'' My predecessors used to keep thre 
coa) stoves going. Last fall we purchased from you the No. 6 Garn( 
Furnace, manufactured by \Vm. Buck, at Brantford. Jt has kept 01 
houses, in every part, warm and comfortable all winter, even in the colde< 
weather. Besides the added warmth, the absence of dusi and the ease c 
management, we have burned four tons of coal less during the winter ] 
gives me much pleasure to give you this unsolicited testimonial. 

Yours truly, 

D. A. SANDERSON, Methodist Ministei 

a 

A/r M7 • Kingston, March 4th, 1890. 

Mr. Wm, Dunn, city. ^ 

Dear Sir,— It gives me pleasure to testify to the excellent satisfac 
lir.p/h ^IP^'^^1^^<^ the use of Garnet No. 5 Furnace, manufac 
ured by \\ m. Buck, Brantford, you placed in the house occupied by us 
It is a light consumer of coal, retains the fire well and preserves a uniform 
temperature with the necessary humidity. will never be botheVe^ 

with stoves again if we can get a Garnet. ^ujcrec 

Yours truly, 

R. K. ROW, 
Principal of Model School. 



Mr r^n. • • Kingston, Ont., 12th March, 1890. 

Mr. Wm. iJunn, city. ^ 

Dear Sir, -We have much pleasure in testifying to the ereat ^^ti^ 
faction experienced in the use of the Garnet Furnace yL plaSn A 1 

rZX^ l'"^' '"^ workmanlike manner in which /ou ?ttn^ 

the church is now very comfortable. ^ 



Yours, etc., 

• W. B. WATERBURY, 

Church Warden. 
GEO. CRUGGAN, 

Delegate. 



T ^ , , ' , - ' Kingston, March 12th, 1800. 

In October last I purchased from Wm. Dunn one Nn t Cnrr^Jj:^ 
nace, manufactured by Wm. Buck, Brantford an ^cafsa? ?h at '^^^ 
given me entire satisfaction in heating mv hnu^^ .^Ti^ ? ^'^^ 
ahead of heating bv coal stoves \ \ ^ consider it far 

T Ko.,^ u . ^ ''^.y V"^^ stoves, and would strong y recommend if^ nc^ 
I have heated twice the amount of snar*- =,nH hn^^^Vr ict.ummena its use. 
coal. iuunr 01 space and burned the same amount of 

1 ours truly, 

R. McMillan. 
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Wm. Buck, Esq. ^'^^"'^^ 

Dear Sir,— The 43 Atlantic Wood-Burning Furnace which I pur- 
chased trom you last autumn for my store has proved to be all that your 
agent claimed for it. A powerful and a very economical wood furnace, 
easily managed, no trouble to keep in fire with a small amount of wood, 
keeping up a uniform heat. 1 can cheerfully recommend it to the public. 

Respectfully yours, 

JOHN LORENTZ, Hardware Merchant. 



Strathroy, Mar. 29, 1890. 

Wm. Buck, Esq. 

Dear Sir, — I have been using the Carnie Wood-Burning Furnace 
(which Mr. W. A. Hoagg placed in my house) for the past twelve years, 
and it has given me exxellent satisfaction. They are a complete contriv- 
ance for comfort and cleanliness, and I can cheerfully recommend them 
to the public. Yours respectfully, 

J. MANSON. 



Watford, March 25th, 1890. 

Wm. Buck, Esq, 

Dear Sir, — In re to the Carnie Furnace in my house manufactured 
by you, and set by Mr. Hoagg : It has, after two years' trial, given me 
entire satisfaction, both for heat and fuel consumed. I can highly recom- 
mend this furnace as being the best in this market. I claim the fire-box 
in this furnace is a great improvement on any other furnace that has come 
under my notice. Yours truly, 

WM. COWAN. 



Watford, 6th March, 1890. 

Wm. Buck, Esq. 

Dear Sir, — The Carnie Furnace put in my house by R. A. Cook is 
giving first-class satisfaction. Wouldn't like to be without it. Can recom- 
mend this furnace to intending purchasers. 

Yours respectfully, 

ROBT. J. STEVENS. 



Mt. Brydges, March, 1888. 

W. A. Hoagg, Esq. 

Dear Sir, — The Carnie Furnace, manufactured by Wm. Buck, of 
Brantford, which you put in the Baptist Parsonage here, is giving first-class 
satisfaction so far. In using the six registers during the coldest weather 
this winter we have not required half the heating power of the furnace. 
We are using more wood in the cook stove than in the furnace, and the 
house has not been cold since we put in ihe first fire last fall. 

Yours truly, 

J. W. SILCOX, Pastor, Mt. Brydges, 



so 
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Watford, March 7th, 1890. 

Wm. Buck, Esq. 

Dear Sir, — I am in receipt of your favor in regard to the Atlantic 
AVood Furnace placed by you in the Congregational Church in this village 
last fall, and in reply, I beg to say that the winter has been such as to 
make the testing of the furnace almost impossible, but as far as we are 
able to judge the furnace is all that could be desired, I am satisfied that 
under any circumstances the church could be heated perfectly in a very 
short time. I am not at present authorized to speak for the building 
committee, but from what I have heard members of that committee say, I 
my safe in saying that it is their opinion that the furnace will give complete 
satisfaction. I am, yours very truly, 

R. HAY, 

Pastor of the Congregational Church, Watford, 



^ \vu ^ • Frome, April 29th, 1889. 

To Whom It May Concern. 

This is to certify that the building committee of the Frome Congre- 
gational Church purchased from Mr. W. A. Hoaggone of the Carnie Hot- 
Air l^urnaces for heating our new church. The furnace has given the 
committee and church general satisfaction. We can heat the basement 
m half an hour, and have found no difficulty during the past winter in 
heating the upper part of the church. We found Mr. Hoagg a practical 
and painstaking workman, and have no hesitancy in recommending the 
turnace to any one who may be desiring to purchase.' 

Signed on behalf of the building committee 

Frome P. O., Ontario. ^^'^'^'^'y- 



Wm. Buck, Esq. ' Seaforth, Feb. 9th, ,890. 

Dear Sir,— The No. 43 Atlantic Wood-Burning Furnace placed in 
my house by vour ao-ent- herp Iicf M] u^r. „• "iuai.c ^xaccu in 

havina n,r.rJ,lT . ■ ' "^^ ^'vcn me entire satisfaction, 

having more than rnet our expectations. You are at liberty to refer to me 

aLle aVrecotmiS'; "'"'"^'n ^1!^ ^"^""^ ^^'^'^'""g ^'first-class dur 
able and economical furnace, will make no error in purchasing an Atlantic. 

Yours truly, 

JAMES WEIR. 

Mr. Hoagg, ' • ^^atford, Feb. 20th, 1890. 

factuSrby^^-SkfX\^rh"aT ^"^^ 
wood worlfs admirably. I am satis'fifd ^liU hS m 'h "u^e" boTh SslaS 
and down in the coldest weather we ever have in this cl^f m u 
.s of wood, 26x37. Very Imle wood is required. ' 

LEANDER HARVEY, M. D. 
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To Whom it May Concern. Brantford, Feb. zo, 1890. 

W^rnPi^^i^^^ ^^^^ ^^^^ two Of Carnie's Wood 

hv V^n; P ^t''''"^^' 'I the Park Baptist Church, Brantford, manufactured 
il tl?' ''^'^''^^ ^^^^^'"g ^ ^^^d size, capable of seating 

i^HproKiTT g^"eO'. i.ooo persons, and requires con- 

siderable heat to make it agreeable in the winter season ; but to this date 
have found the furnaces more than equal to the requirements in this re- 
spect, and have thought that one, instead of two, would be sufficient for 
tne purpose. We can cordially and honestly recommend this furnace 
wnerever a strong, powerful and economical heater is needed, either for 
church or dwelling house. . 

WILLIAM FOSTER, 

Treasurer, Park Baptist Church. 

„, . „ Osborne, Feb. loth, 1888. 

W. A. Hoagg. ^ ' 

Dear Sir,— In re to the Carnie Furnace in my house, I would just 
say that it works first-class. We have never felt the cold. And about the 
quantity of wood it burns— I consider it a great fuel saving arrangement, 
and a complete contrivance for cleanliness in a good house. 

I remain yours, 

A. DUNCAN, 
Ekfrid, June 25, 1885. 

W. A. Hoagg, 

Dear Sir,— Having used one of your Carnie Hot-Air Furnaces, 
manufactured by Wm. Buck, in my house for the past two years, I find it 
to be all you recommended, and it heats my house thoroughly in the 
coldest weather. I prefer the principle of your furnace to any other, and 
also prefer the short wood to four-foot wood. 

J. s. Mcdonald. 

Clinton, Feb. 5th, 1890. 

Messrs. Harland Bros. 

Gentlemen, — I have had in use during the past year one of your No. 
43 Atlantic Furnaces and have pleasure in recommending the same. It 
is easily managed, works thoroughly and is very economical in fuel. I am 
also delighted with the Happy Thought Range and the hot-water apparatus 
put in by you. Yours truly, 

MRS S. H. RANCE. 



Clinton, Feb. 5th, 1890. 

To Harland Bros. 

The No. 43 Atlantic Furnace you placed in my house last year has 
done its work well — heats tlioroughly, is easily regulated, very economical 
on fuel. I can cheerfully recommend it. ' 

HENRY PENNSTEEL, 

Dry Goods Merchant. 
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Watford, March 15, 1890. 

Wm. Buck, Esq. 

Dear Sir, — Your Carnie Furnace, No. 28, is proving equal, if not 
better, than represented to me by you. It is an excellent heater and does 
not consume much wood. 

Yours truly, 

WM. McLEAY. 



Mt. Brvdges, Feb. 25th, 1888. 
This is to certify that the Carnie Warm-Air Furnace set in my hotel 
last year, by W. A. Hoagg, has given me entire satisfaction, both for heat 
and quantity of wood consumed. 1 can cheerfully recommend this furnace 
to the public as an economical and easily managed furnace. 

JOHN BETTS. 



• Courtright, March 12th, 1884. 

W. A. Hoagg, Esq. 

Dear Sir,— In regard to the Carnie Furnace you placed in my 
house, your are at liberty to use my name in recommending your furnace. 
We had no trouble in keeping our house comfortable at any time since 
you set is up. Yours truly, 

WM. NEIL. 



-D 1 Strathroy. March 29, 1890. 

Wm. Buck, Esq. 

Dear Sir,— The Carnie Furnace you placed in my house in 1888 I 
am well pleased with, and it gives me great satisfaction. Would be happy 
to answer any correspondence respecting them. 

Yours truly, 

CHAS. GRIST. 



Wm. Buck, Esq. Goderich, Feb. 7th, 1890. 

Dear Sir, -In reference to the Clinton Furnace which your agent 
soid me last fall for my dwellmg house, it is a grand afiair. 1 would not 

'T'' ^^'^ ^ ^^"^^ another. I 

heats all my house m a few minutes. I would not have believed a wood 
furnace could possibly do the work so quickly. There is no trouble 
keeping in fire.. Open the drafis and the house is warm in ten minute 

wh"at suro'riserm^ 'V'h^^H W ^ ^""^'^^ ^^^^ get-thi s 

what surprises me. And this furnace must come into general use You 

are at liberty to refer any person to me wishing to purchase a good power- 
ful and economical furnace. ^ ' power- 

JOHN ACHESON. 
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^ Wyoming, March 14, 1889, 

W, A. Hoagg. 

Dear Sir,— I have much pleasure in recommending your Carnie 
Furnace. It works admirably. All that could be desired. 

Yours truly, 

R WARD. 



^ London, March 20, 1S89. 

Messrs. Harland Bros. . 

I have pleasure in saying that your Clinton Furnace, placed in my 
office this winter, has proved a perfect success in every particular every 
way. Yours truly, 

DR. C. S. MOORE.* 



Clinton, Jan. 15th, 1890. 

Messrs. Harland Bros. 

Gentlemen, — I have in use in my store one of your new Clinton 
Portable Furnaces, and can heartily recommend it It works to perfection 
and is very economical in the use of fuel. It merits all you claim for it 
and more too. Yours truly, 

W. BEES LEY, 
Beesley's Great Millinery Emporium. 



Clinton, Jan. 20th, 1890, 

Messrs. Harland Bros. 

■ • Gentlemen, — We are well pleased with your new Clinton Portable 
Furnace put in our store last fall, and find it to be all that was represented 
to us, being a more economical and effective heater than the (box stove) 
furnace formerly used. Yours truly, 

JACKSON BROS., 

Merchant Tailors. 



Clinton, Feb. 3rd, 1890. 

Messrs. Harland Bros. 

Gentlemen, — The Clinton Furnace you placed in my house two 
years ago has done its work more thoroughly, effectively and economically 
than I expected. I think it is the most economical furnace in the market, 
and do not hesitate to recommend it as first class. 

Yours truly, 

JAMES AITKINS, Miller, 



Ben Miller, Feb. i, 1890. 

Messrs. Harland Bros., Clinton. 

The Furnace you put in for me last fall gives good satisfaction. I 
can recommend the new Clinton to any person wanting a first-class 
furnace. Yours truly, 

EMANUEL MITCHELL, 

Ben Miller P. O, Farmer. 
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Clinton, Jan. 5, 1890. 

Messrs. Harland Bros. 

Gentlemen, — I have used one of your Portable Clinton Furnaces in 
my house for two winters, (which is a frame 22 X32 two stories), and con- 
sider it a very economical heater, as I do not burn more than from four 
to five cords of long wood in the season. The fire can easily be kept over 
night, and is far ahead of stoves in every respect. 

Yours truly, 

DAVID ROBERTSON. 



Clinton, Feb. ist, 1890. 

Messrs. Harland Bros. 

Gentlemen, — The new Clinton Portable Furnace which you put in 
our store in November, 1888, has given us the best of satisfaction, and we 
would highly recommend it as a wood-saving furnace and a splendid heater. 
We are highly pleased with our choice, and would in no case go back to 
the old style of box stove bricked in, 

VV. COOPER & CO. 

Booksellers and Stationers. 

Mayor's Office, Clinton, Jan. 6, 1890. 

Messrs. Harland Bros. 

Gentlemen,— I have used one of your Portable Clinton Furnaces in 
my house for about two years, and consider it first class. It is the most 
economical heating apparatus I have ever used, and can recommend it to 
any person wanting a furnace. 

Yours truly, WM. DOHERTY, 

Organ Manufacturer. 

TT 1 , ^ Clinton, Tan. 12, 1890. 

Messrs. Harland Bros. 

Gentlemen,— We replaced the brick set furnace in our banking 
office about two years ago with one of your new Clinton Portable Fur- 
naces, and consider it much superior. It is an economical fuel burner 
and perfect heater. We can strongly recommend it to any one wishing a 
furnace. Yours truly, 

FARRAN & TISDALE, Bankers. 

Messrs. Harland Bros. • ^"'^^^^^ J'"* ^'^^ 

Gentlemen,— The Clinton Furnace you put in my house about two 
years ago I am pleased to say has given the best of satisfaction. It is not 
only a good heater, but economical. My house, which is a two story frame 
24x28, has been kept comfortable, consuming no more wood than one 
heatmg stove formeriy used, and warms the entire house uniformly I 
strongly recommend it as a first-class furnace. 

Yours truly, 

JOSEPH PECKETT, Builder. 
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Messrs. Harland Bros. ^"'^""^^^ J""" ^^^o. 

The new Clinton Furnace you put in my house about two years ago 
works hke a charm. My house has been as warm as summer in the cold- 
G^t weather. I can recommend it as being economical and reliable, and 
second to none. ' 

Yours very truly, 

MRS. M. J. BOLES. 



i 

Tvr TT , J . Clinton, Jan. 20, 1890. . 

Messrs. Harland Bros. * • • 

Gentlemen,-^! have used one of your Portable Clinton Furnaces 
about two years, and consider it first class. I consider them far ahead of 
the bnck-set furnaces, being more economical and easily cleaned out I 
can cheerfully recommend it to any one in need of a durable, economical 
and effective heater. Yours resp., 

THOS. JACKSON, JR., 

Merchant Tailor. 



Clinton, Jan. 15, 1800. 

Messrs, Harland Bros. 

Gentlemen, — One of your Clinton Furnaces placed in my house 
about two years ago has given the very best of satisfaction ; in fact, it far 
exceeds what you claim for it. It is a great extractor of much heat from 
little wood. Very truly yours, 

- JACOB MILLER, 

Blacksmith. 



GoDERiCH. Feb. I, 1890. 

Messrs. Harland Bros. 

Gentlemen, — I take pleasure in informing you that the Portable 
Clinton Furnace you placed in my house last season has worked admir- 
ably, heating the whole house thoroughly and economically. I consider the 
Clinton the cheapest furnace in the market. 

Yours resp., 

JNO. P. ACHESON, 
Z ' Goods Merchant, 

^^^^^^^^^^^^^^^^^ t 

London, March 27, 1889. 

Messrs. Harland Bros. 

Dear Sirs, — I have used one of your Clinton Furnaces, during this 
winter, and think it first-class in every particular, and that for economy of 
fuel it cannot be beat. I run mine on ten cords of soft wood, and think 
that it is half cheaper than most of coal furnaces that I have seen. 

Yours truly, 

ARTHUR E. McLARY. 
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Clinton, Jan. 24, 1890. 

Messrs. Harland Bros. 

Gentlemen, — Having had considerable experience with furnaces, I 
can without hesitation pronounce the new Clinton to be above all others 
on the market, both in the quick generation of heat and in the ease with 
which any degree may be obtained. I have had one in my house (a two 
story frame 22x34) for two years, and find that the quantity of wood re- 
quired for an ordinary stove will heat it to full satisfaction. 

Yours very truly, 

JNO. CROLL, Builder. 



VViNGHAM, March 23, 1888. 

Messrs. Harland Bros. 

Your card to hand. We are well pleased with the Furnace so far. 
It is far ahead of the stoves, I think we are on the right track using it — 
that is we understand it O. K. Glad to hear you have sold so many, and 
am sure when people get to using them they will not go back to stoves 
again. Yours truly, 

W. J. BROCKENSHIRE, 

Photographer. 



• • • Clinton, Feb. 14, 1890. 

Messrs. Harland Bros, 

Gentlemen, — In reply to your question as to how we liked your new 
Clinton Furnace, I beg to say that this is the second winter I have used 
it ; and I have pleasure in saying that it has more than fulfilled the repre- 
sentations made by you, and more than exceeded my expectations. Its 
comparative cheapness of cost, coupled with economy of fuel, the general 
and easily regulated diffusion of heat, have been the means of saving me 
many dollars ; while the convenience and comfort derived by myself and 
family can hardly be estimated in money. I heartily recommend its use 
by any one desiring an economical and first-class furnace. 

GEO. M. BOWERS, 
Sign and Ornamental Fainter. 



GoDERiCH, Feb. 7, 1890. 

Wm. Buck, Esq, • 

The Clinton Furnace which you placed in our store last fall has, after 
a fair trial, proven to be just what we wanted. When stoves are used in a 
store the heat is too intense in the vicinity of the stoves, and at the same 
time both ends of the store will be uncomfortably cool. This trouble is 
entirely overcome by using a Clinton Warm Air Furnace. We have had 
great comfort from this mode of heating. Our store is now comfortable 
in any portion of it, being the same temperature all over, and we are only 
too pleased to recommend it as a cheap and complete plan of heating. 

JOHN ACHESON. 
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Clinton, Feb, 7, 1890, 

Messrs. Harland Bros. ^ - ^ 

Gentlemen, — The Clinton Portable Furnace you put in my house 
last fall gives good satisfaction. It works thoroughly, is economical on 
fuel, no trouble to keep fire over night, and I can strongly recommend it 
as a good furnace. 

Varna P. O. NATHAN PECK, Farmer. 




• 
« 
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Parties 13sing tl^e Carnie Wood 




DWELLINGS. 



it 

<< 

n 



R. S. Gurd, Barrister, Sarnia 
Sheriff Flintoft, *' 
Mr. Kaupp, 

W. H. Walker, Strathroy 

Dr. Nugent, " 

Dr. Gunn, Ailsa Craig 

Dr. Williams, Ingersoll 

Dr. Vaughn, Ann Arbor, Mich. 

John vShumaker, " *• 

Hon. G. W. Ross, Strathroy 

Arch. Moore, 

Robert Nicholson, 

Henry Nicholson, 

James Manson, 

^Vm. Rapley, 

Donald Cameron, M.P., Strathroy 
C. (j. Scott, Strathroy, (took out 

Hamilton furnace.) 
Jas. Wright, Strathroy, (took out 4 

foot furnace.) 
Wm. Bolton, Strathroy 
J. G. Donaldson, 
L. R. Richardson, 
W. H. Armstrong, 
Rev. J. A. Ivison, 
Thomas Hill, 
James English, 
W, J. Dyas, 
John 0"Neil, 
Roger Williams, 
J. S. Macrault, 
James Parker, 
A. D. Learoyd, 
Chas. Grist, 
Post Office. 
Odd-Fellows' Hall, " 
M. Rapley, 
P. O'Dvvver, 

J. F. Taylor, T. L. R. O , Strathroy 
Rev. John McMillan, Mt. Forest 
Wm. Michaeljohn, Harriston 
A. Y. Anderson, Wyoming 
Trafford Campbell, P2ast Williams 
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Wm. McKenzie, East Williams 
Donald C. McKenzie, " 
John Leitch, " 
Wm. Brock, Adelaide 
Dan. Campbell, " 
Chas, Stevens, ' Keyser P. O. 
Wm. Buttery, Strathroy P. O. 

Thos. Douglass, 
Thos. Bogue, 
John Smith, 
Thos. Petch, 
Chas. Rapley, 
Joseph Brown, " 
John Langing 
John Milligan, 
Wm. Nettleton, 
Sam. Morgan, 

Jno.McMullen,Caradoc, Mt.Brydges 
Archie Campbell, ** 
James Ferguson, " . 
Robert Curtis " 
Duncan Sinclair " 
Malcolm McNeil, 
Daniel Campbell, " 
John Waugh, Lobo. 
Albert Edwards 
D. A. P. Graham. 
Peter Carmichael, *' 
John Carmichael, 
Duncan Ciraham, 
John Pincombe, 
Wm. Denning, Kerwood 
Rev. J. W. Silcox, Mt. Hrydges 
W. S. Calvert, Napier 
Lance Rogers, W^atford 
John vS. McColl, Appin 
Robert Kilborn, Byron P. O, 
Alex. McNeil, Ekfrid 
Wm. Haldane, Westminster 
Sam Treahearne, London Township 
Andrew Robson, 
Dr. Rutledge, Lambeth 
John Best, " 
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WARM-AIR FURNACES, REGISTERS, ETC. 



Parties using Carnie and Atlantic Furnaces (Continued) 



J. G. Finch, Mandaumin 

T. VV. Brown, 

John Paul, - 

John Ross, Warwick, Watford P. O. 

Joseph Sifton, Metcalf, Strathroy " 

Edward Cowan, Brooke, Watford 

Wm. Heat tie, Wesiminster, Wilton 
Grove P. O. 

Albert Duncan, Sarnia Township, 
Osborne P. O. 

Andrew Jackson, Sarnia Township, 
Osborne P. O. 

N. Rainsbury, Sarnia Township, Os- 
borne P. O. 

George Lucas, Alvinston 

Robert Lawyer, Petrolea 

J. & J. Kerr, " . 

Samuel Stokes, ** ' 

W, G. Fraser, 

W. E. Paine, 

B. S. Vantuyle, 
Adam Isbister, 
Mr. Hopkins, 
Robert Jackson, Builder, Petrolea. 

C. Wilson, Woodstock. 
Sentinel-Review Office, Woodstock, 
J. D. Hood, . " 
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Furnace), 



Col Skinner, M. P., Woodstock 
Wm. Clark, IngersoU 
Orange Clark, '* 

Mrs. Cuthbert, Deerham, IngersoU 

P. O. 
John Choat, 
James Harris, 
Orange Clark, Guelph. 
R. Barclay, (Carnie 

Petrolea 

* 

A. McGugan, (Carnie Furnace), 
Appin 

R, A. Cook, (Carnie Furnace), Wat- 
ford 

Alex. Morris, *' Sarnia 

James MacElwain, " Walnut P.O. 
Presbyterian Church " Lynden 
J. K. Godfrey, (43 Atlantic), Syden- 
ham 

Presbyterian Church, (53 Atlantic), 
Giencoe 

Presbyterian Church, (53 Atlantic), 
Seaforth 

James Lyons, (43 Atlantic), Kerr- 
wood P. O. 

W. J. Bateman, (43 Atlantic), Chris- 
tina P.^ 6. 



CHURCHES. 



St. Andrew's, Innerkip 

North of Exeter 
" Thamesford 
'* Nairn 
" Strathroy . , 

Presbyterian, Dromore 

Carlisle 



Baptist, North of Woodstock 

" Mount Forest 
Church of England, Aylmer 

Petrolea 
Strathroy 
St. James, IngersoU 
Methodist, Aylmer 



DRY HOUSES FOR CHEESE FACTORIES. 



Wm. Dunn, IngersoU P. O. 



James Harris, IngersoU 



6o BUCK'S STOVE WORKS, BRANTFORD, ONT 



no 




Heats 




Clipping from a Hardware Journal. 




^EATING with Hot Air Furnaces should always be very 
popular. Its cost, as compared with other systems, brings 
it within the reach of the person of moderate means, the 
first cost being very little more than the expense of providing 

* . 

stoves to do the same amount of work. To maintain 



s popu- 
larity it will be necessary for the Furnace Manufacturer to see that 
heaters of good merit only are turned out by them. The demand 
is growing so enormously, and competition keeping up with, if not 
over-reaching, the requirements of the trade, that we see danger 
ahead, by the introduction of a cheap class of furnaces that will 
bring the system into disrepute. For this reason we draw atten- 
tion to the matter, and would rather see indications of improve- 
ments. A successful furnace trade cannot be maintained upon a 
foundation of bad work. It may continue for a few years, or until 
the life of the cheap furnace is over, when the whole business will 
fall to pieces. The man who buys, or is unfortunate enough to 
have one of this kind in his house, will never want another furnace ; 

< 

and more, he will always be found condemning heatine with hot 
. air. Whereas, a good furnace, doing good work, makes many 
friends. And to make friends should be the aim of all engaged in 
the trade. 



